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Majority of students 
don't use drugs, alcohol 


Depression, suicide 
results concerning 


By Eileen Kennedy 
Staff writer 


WARE — Those attending a 
meeting Quaboag Hills Substance 
Use Alliance Monday at Baystate 
Mary Lane learned that the majority 
of Quaboag Hills students in grades 
eighth, 10" and 12" do not use any 
type of substance, whether it is alco- 
hol, nicotine, marijuana or prescrip- 
tion drugs not prescribed for them. 

A total of 1,318 students in 
Belchertown, North Brookfield, 
Ware, Quaboag Regional School 
District and Quabbin Regional 
School District were surveyed last 
spring. Among the topics they were 
asked about were their substance 
abuse, their perceptions about their 
fellow students’ substance abuse, 
the attitude of their parents about 
substance abuse as well as whether 
they are being bullied, experiencing 
depression, harming themselves or 
thinking about suicide. 

The survey was also conduct- 
ed in 2017, which included Palm- 
er School District students, who 
weren’t surveyed this year because 
school and alliance officials weren’t 
able to make it happen, Alliance of- 
ficials said. 

“The good news is that the ma- 
jority of Quaboag Hills students are 
making healthy choices,’ said Nekr 
Jenkins, who is the project coordi- 
nator for the Alliance’s Drug Free 
Communities grant. 

The survey showed that 77 
percent had not used alcohol, 70 
percent had not used nicotine, 79 
percent had not used marijuana and 


99.8 had not used prescription med- 
ication not prescribed to them. Less 
than | percent of the students sur- 
veyed reported using prescription 
drugs that weren’t theirs or heroin. 
She went on to say that three 
factors increase the chances that 
students will use substances: the age 
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Left, Gail Gramarossa, and Nekr 
Jenkins, present the results of the 
2019 Prevention Needs Assessment 
Survey carried out by the Quaboag 
Hills Substance Use Alliance through 
its Drug Free Communities federal 
grant. 


they first use a substance, their fam- 
ily history and childhood trauma 
they may have experienced. 

She said 90 percent of ad- 
dictions begin with substance use 
during the teenage years, and one in 
two youths, with a family history of 
substance abuse, who begin using as 
a teenager are likely to develop an 
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I $1.00 


Department in good 
hands with Burns 


By Eileen Kennedy 
Staff writer 





PALMER - Police Chief John 
Janulewicz got into his 42-year 
policing career because of a role 


~= 


model in his own family, his uncle 
Daniel Janulewicz, who served on 
the Palmer Police Department. 
After watching his uncle, he 
headed to Holyoke Community 
College, where he received an as- 
sociate’s degree in criminal justice 
and took a security job at Lech- 
mere’s, the popular department 
store. He applied for police office 
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positions in Palmer and Vermont, 
but in the end chose to remain in his 
hometown. “I was born and raised 
in Three Rivers, and I’m still here,” 
he said with a smile last week. 
“First you have to enjoy peo- 
ple,” he said about being a police 
officer, including being a chief. 
“Sometimes you meet people you 
wish you never met, but you also 
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Janulewicz has enjoyed his policing career 


get to help a lot of people and work 
with a lot of great people,” he said. 

“Tt’s not an easy job,’ he said of 
policing. “We sometimes come in 
contact with someone on the worst 
day of their lives, whether they’re 
stopped for speeding or there is a 
tragic accident. We have a chance 
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COMMUNITY 


Second Times a Charm opens new store 


By Jonah Snowden 
jsnowden@ turley.com 


THREE RIVERS - After the 
experiencing of preparing and 
sending their daughters off to prom, 
and realizing how expensive and 
stressful the entire process can be, 
co-founders Natalia Tulik and Mi- 
chelle Annecchiarico got together, 
and took the necessary steps to help 
lift that same burden off of other 
parents, with their new thrifty prom 
boutique “Second Time’s a Charm.” 

The local nonprofit bou- 
tique offers a variety of dresses 


for teenage girls looking to attend 
prom and homecoming. This is the 
second year this boutique has been 
open and offers free dresses from 
January to the end of May, giving 
many girls plenty of time to choose 
the dress the best suits them. 
Originally, the boutique 
was located on 205 Windsor St., 
in Ludlow. Now, because of the in- 
creasing amount of donated dress- 
es, and outgrowing their space, 
Tulik and Annecchiarico have re- 
located their shop to Three Rivers, 
Where they have more space, and 
can serve many people. Tulik said 


that she is happy with this new 
space and is exactly what she has 
always imagined it to be. “When 
people come in, their jaws drop,” 
said Tulik. 

Athough they run the bou- 
tique, Tulik and Annecchiarico are 
not alone in keeping the boutique 
running smoothly. It 1s a communi- 
ty-wide effort, and involves people 
and businesses in the surrounding 
area, which includes Country Bank, 
the Pioneer Valley Financial Group, 
Jeff Rodrigues from Ludlow, 
Randalls Farm and Greenhouse, 
Ludlow Fire Social Club, Serafi- 


no Moore Wealth Management at 
Raymond Jones, staff members at 
Bellamy Middle School, LUSO 
Federal Credit Union, and volun- 
teers who take time out of their own 
schedules to lend a hand at the shop. 
Because this boutique is nonprofit, 
no one gets paid, and each volun- 
teer is extending a helping hand to 
assist young girls find their dream 
dress. 

Also, to celebrate mov- 
ing the boutique into Three Rivers, 
they are celebrating by hosting their 
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POLICE/FIRE 


Fryolator fire temporarily 
closes McDonald's restaurant 


PALMER - A fire in the ventila- 
tion hood of a fryolator at McDonald’s 
restaurant, at 1184 Thorndike St.,led 
the Palmer Fire Department to respond 
Wednesday at 8:44 am., although 
there were no injuries to employees or 
firefighters. 

The restaurant was evacuated 
after an employee saw a fire in the 
fryolator’s ventilation hood as they 
were filtering the machine’s grease, 
and employees called 911. The ma- 
chine’s fire-extinguishing system 
knocked down the fire, but a small 
fire remained, which firefighters extin- 


guished upon their arrival. 

There was also a light smoke 
condition and firefighters ventilated 
the building. They conducted tests for 
carbon-monoxide, but did not find any. 

The restaurant will remain closed 
until the ventilation hoods is cleaned 
by a professional hood cleaning com- 
pany, its fire extinguishing system is 
recharged and ready to use again and 
the Board of Health have completed 
following its regulations and proce- 
dures. 

Firefighters cleared the scene at 
10:05 a.m. 





TRANSPORTATION 


East-West Passenger Rail 
Study public meeting, Feb. 12 


SPRINGFIELD — The Massa- 
chusetts Department of Transporta- 
tion is inviting the public to a meet- 
ing on the East-West Passenger Rail 
Study on Wednesday, Feb. 12, from 
6 to 8 p.m. , at the UMass Center 
at Springfield, in classroom 014 of 
Tower Square, 1500 Main St. 

Please join MassDOT at the 
second public meeting on the East- 
West Passenger Rail Study. The 
study is examining the costs, ben- 
efits and investments necessary to 
implement a range of passenger rail 
service alternatives from Boston to 
Springfield and Pittsfield, up to and 
including high speed rail. The goal 
of the meeting 1s to: 

e Inform attendees about the 
study’s analysis of six preliminary 
alternatives for improving connec- 
tivity and mobility in the East-West 
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e Gather feedback from at- 
tendees about the six preliminary al- 
ternatives and what they would like 
to see in the three final rail service 
alternatives that will be analyzed 
further 

e The meeting will begin with 
a presentation at 6 p.m., following 
by time for questions and answers. 

e If attendees want to park in 
the Tower Square garage, park- 
ing will be validated at $5 per car. 
Meeting attendees can park on all 
levels, but are encouraged to park 
on Level A. 

e Please visit the website to 
learn more: Wwww.mass.gov/east- 
west-passenger-rail-study. 

For those who cannot attend the 
public meeting, all meeting materi- 
als will be posted online and feed- 
back will be accepted via email. 

For study questions or com- 
ments, please email MassDOT Proj- 
ect Manager Makaela Niles at Ma- 
kaela.Niles @dot.state.ma.us. 





HEALTH 


Help available for depression 


By Jonah Snowden 
jsnowden@ turley.com 


PALMER - Depression, which 
can unexpectedly sneak its way 
into many lives around this time of 
year, has the power to drain an in- 
dividual’s hope, drive and energy, 
which can make even simple dai- 
ly tasks a burden. Doctors over at 
Baystate Wing Hospital are aware 
of this, and are currently providing 
resources to help counter this issue. 

This treatment plan is provid- 
ed through the hospital’s Grisworld 
Center, titled “TMS NeuroStar 
Advanced Therapy,’ and since its 
introduction in 2008, has provided 
more than 2.5 million treatments. 
The treatment plan the hospital 
provides involves the use of Tran- 
scranial Magnetic Stimulation de- 
vices for their patients suffering 
from depression.TMS devices op- 
erate outside of the body and use a 
special magnet to stimulate neuron 
activity and connections between 
cells in different areas of the brain 
that have been identified as playing 


a role in the development and per- 
sistence of depression. Dr. Shadi 
Zaghoul, medical director for the 
hospital’s Outpatient and Inpatient 
Behavioral Health, said he encour- 
ages residents suffering from de- 
pression to give this treatment plan 
a chance. 

“When you look at depression 
studies, the response rate to medi- 
cines in real life cases and patients 
is only 60 percent for the first anti- 
depressant. Then you introduce the 
second, and of that 60 percent, only 
a minority response, and the more 
trials you have, the less responses 
you get from these medicines,” said 
Zaghoul. “I think that it’s important 
to know that this is different from 
shock therapy. People sometimes 
mistake those for each other. With 
this you are fully awake, you can 
drive in and out, you don’t need 
anyone with you, and will remain 
completely functional.” 

Generally, TMS is prescribed 
for six weeks, five days a week, 
with an additional six sessions 
during a three-week wind down 
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Baystate Wing Hospital’s Grisworld Center currently provides “TMS Neuro- 
Star Advanced Therapy,” which involves the use of Transcranial Magnetic 
Stimulation (TMS) devices for those who are dealing with depression. 


session. Each session runs as long 
as 20 minutes, requires no anes- 
thesia or sedation, and keeps pa- 
tients awake and aware of what 
is taking place during their treat- 


ments. During the treatment, the 
patient is placed in a chair, while 
a small-magnetized wand is gently 
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Town census 


should be mailed 
to Town Clerk 


PALMER — The 2020 Town of Palmer Census 
forms were mailed. Please return them to the Town 
Clerk’s office within 10 days. Any residents with ques- 
tions about the form or who did not receive a census, 
should please call the Town Clerk’s office at 413-283- 
2608. 

Dog licenses for 2020 are now available at the 
Town Clerk’s office. While there, residents should Also, 
check their voter registration for the upcoming 2020 
elections. 





Real estate tax 
bills due Feb. 3 


MONSON - Monson’s second-quarter real estate 
and personal property tax bills are due and payable on 
Monday, Feb. 3. Payments can be made online at www. 
monson-ma.gov or by mail using the return addressed 
envelope with each bill. There is a payment drop-off 
box located to the right of the main entrance to the Town 
Office Building on Main Street. This box is checked 
Monday through Friday, with payments processed dai- 
ly. The Tax Office is also open Monday through Fri- 
day from 8 a.m. to 4 p.m. Questions on payments or 
payment arrangements call 413-267-4100, ext. 6. Ques- 
tions on abatements or exemptions contact the Board of 
Assessors’ Office at 413-2674100, ext.7. 





Monson voter 
registration for 
Presidential Primary 


MONSON - Voter registration for the Presidential 
Primary Election will be held on 

Wednesday Feb. 12, from 8 a.m. to 8 p.m., at the 
Monson Town Clerk’s Office located at the 

Town Office Building 110 Main Street. 

This is the last day to register to vote or change par- 
ty enrollment prior to the Presidential Primary election, 
which will be held on Tuesday March 3, at Memorial 
Hall located at 198 Main St. 

Residents may also register to vote by mail-in reg- 
istration, in person Mondays through Fridays from 8 
a.m. to 4 p.m. in the Town Clerk’s office or online at: 
https://www.sec.state.ma.us/OVR. 

Applications must be postmarked no later than Feb. 
12, 

Absentee ballots are now available in the Town 
Clerk’s office. The deadline to apply for an absentee 
ballot application is 12 p.m. on March 2. 

Early voting will take place in the Town Clerk’s 
office prior to the Presidential Primary election from 
Feb.24-28 during the hours of 8 a.m. to 5 p.m. There are 
no weekend hours for early voting prior to this election. 

For questions, please contact the Monson Town 
Clerk’s office at 413-267-4115, online at www.mon- 
son-ma.gov, or email townclerk @monson-ma.gov. 





Friends of the Monson 
Public Library bake 
sale, Feb. 11 


MONSON -— The Friends of the Monson Free Li- 
brary bake sale on Tuesday, Feb. 11, at 10:30 a.m. and 
will go until sold out. Members of the Friends will bake 
many goodies featuring scones, pies, cookies, cakes 
and special Valentine treats. Proceeds from the sale will 
benefit programs at the library including story hours, 
museum passes, and a multitude of activities. Everyone 
is invited to indulge their sweet tooth, and support the 
Friends. 













PUBLIC NOTICE 


RIGHT OF WAY MAINTENANCE 


As required by Massachusetts General Law Chapter 132B, National Grid (New England Power and/or Massachusetts 
Electric Company) hereby gives notice that it intends to selectively apply herbicides along specific transmission line 


rights-of-way in 2020. 
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Brimfield Senior 
Center February events 


BRIMFIELD — The Brimfield Senior 
Center, at the 1 Congregational Church, 
at 20 Main St., has a number of February 
events coming up. 

On Tuesdays there is a new “Trivia 
Tuesday” at 11:30 a.m. Join other seniors 
for lunch and Tuesday Trivia! Come on in 
for lunch and test your trivia knowledge. 
Grand prize is a $5 scratch ticket. Bring a 
sharp brain and head on down for food, fun, 
and a chance at both fame and fortune. The 
meals have been greatly improved so it’s a 
great opportunity to give it a try for those 
who haven’t been to the center recently. 
There is a $2 suggested donation for lunch. 
Please call before 11 a.m. on Mondays to 
reserve a lunch. The center can be reached 
at 413-245-7253. 

On Thursday, Feb. 20, at 11:30 a.m., 
Lunch & Learn with Eva Pittsinger, Senior 
Center Director and Outreach Specialist. 


Ever wonder what seniors or a family mem- 
ber might be eligible for? She will go over 
guidelines and procedures for programs and 
services. Lunch is available for a suggested 
donation of $2, but reservations must be 
made before Monday, Feb. 19, at 11 a.m. 
The menu will be roast pork, seasoned cau- 
liflower, yellow rice, whole wheat roll and 
fresh fruit. 

On Friday, Feb. 21, from 11 a.m. to 1 
p.m., the Italian Fest is back. Join the center 
for a fabulous spread starting with an ap- 
petizer of balsamic bruschetta with tomato 
and garlic. The main course will be a com- 
bination plate of spinach and cheese stuffed 
shells with meatballs, pasta, Italian bread, 
salad and birthday cake. February birthdays 
will be celebrated. Please reserve a seat pri- 
or to Tuesday, Feb. 18. There is a $5 sug- 
gested donation for this party. The center 
can be reached at 413-245-7253. 
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Rocco, a pit bull mix with neurological issues, needs a forever home. He is at Second 


Chance’s East Brookfield adoption center. 


Special needs dog 
needs special owner 


EAST BROOKFIELD — Rocco came 
to Second Chance Animal Services last 
summer. He was emaciated and initially 
presented as a clumsy young dog. When 
Second Chance veterinarians examined 
him, it was clear that something more was 
going on. 

Rocco is neurologic. He stumbles and 
falls often, and he has decreased feeling 
in his limbs. Second Chance sent him to a 
neurologist who believes that he has some- 
thing going on in his brain. At this time, it 
does not appear to be progressive which is 
good for Rocco’s sake because he 1s a very 
happy dog. 

Dr. Jackie Celmer, a Second Chance 
veterinarian charged with overseeing shel- 
ter pets, is hoping Rocco will soon find a 
home. “ 

He will need a home that understands 
his special needs,” she said. “He will have 


a very hard time going up and down stairs 
and long walks may be challenging for him 
since he tends to tire out quickly, but he just 
loves people and will bring a lot of joy to 
his lucky owner.” 

Rocco has thrived under the care of 
Second Chance and is now at a healthy 
weight for his pit mix frame. He has a very 
sensitive stomach, so he is on a special diet 
which he loves. 

Interested adopters can meet Rocco at 
the Second Chance Adoption Center, 111 
Young Road, during adoption hours: Mon- 
day through Friday from 10 a.m. to 3 p.m., 
Wednesday and Thursday evenings from 
6 to 8 p.m., and Saturdays from noon to 4 
p.m. 

For more information, visit www. 
secondchanceanimals.org or call 508-867- 
352); 








Where is it! 








ach week on Page 2 and on 
www.facebook.com/The- 
JournalRegister, The Jour- 
nal Register will feature a 
photo of a local building, item, sign, 
place or landmark and ask readers to 
pick their brains to figure out where 
it is or even what it 1s. Check here 
each week to test your knowledge 
of the area where we live and work. 
The photo might be from any of the 
towns in the Journal’s coverage area 
— Palmer, Monson, Holland, Brim- 
field and Wales — but we’ll always 
tell you the town. And maybe we'll 
throw in a hint, too. 


DEADLINE 


Hint: This 
week's Is 
Monson and 
is related to 
construction. 





Last week’s was the bell 


tower at Divine Mercy 
Parish in Three Rivers. 


The answer to this 


week’s “Where is it?” 
will run in next week’s 
edition, along with a 
new trivia photo for you 
to consider. 


The Journal Register has changed its firm deadline for public 
submissions to Mondays. To get your submission in for that week’s 
edition, email Editor at bcoulter@turley.com or call the office at 413- 


283-8393 by noon on Mondays. 


We appreciate the cooperation of our readers. 


Top Floor 
Learning holds 
monthly game 
nights 


PALMER — Top Floor Learning will 
hold monthly game nights on Feb. 11, March 
10, April 14, May 12, June 9, July 14, Aug. 
11, Sept. 8, Oct. 13, Nov. 17 and Dec. 8, from 
6 to 7:45 p.m., at the Palmer Public Library. 
There is no fee and no registration is re- 
quired. Participants must be 16 or older, un- 
less accompanied by an adult. Board games 
and card games are provided or bring your 
own Scrabble, cribbage, Monopoly, Uno, 
chess, checkers, Yahtzee, bridge, Skipboo, 
Crazy 8s, Hearts, Dominos or other games. 

Anyone with questions is encouraged 
to call 413-283-2329, or email palewis19@ 
yahoo.com. 


State launches educational savings program for newborns 


BOSTON - The state’s first post-high 
school education savings account program 1s 
now underway, available to every new child 
born or adopted in the Bay State. 

State Rep. Brian Ashe, D-Longmeadow, 
and Treasurer Deborah Goldberg announced 
the BabySteps Savings Program, available 
through the Office of Economic Empower- 
ment, which pro- 
vides a free $50 
seed deposit when 
a family member 
opens a college or 
vocational savings 
account through 
the Massachusetts 
Educational _—_ Fi- 
nancing Authority, 


The selective use of herbicides to manage vegetation along rights-of-way is done within the context of an Integrated 
Vegetation Management (IVM) program consisting of mechanical, chemical, natural and cultural components. In right- 





of-way vegetation management the pest or target is vegetation (primarily tall growing) that will cause outages and safety 


or MEFA. 


“With the rising cost of post-secondary 
education, the opportunity to receive a col- 
lege or vocational degree is uncertain for 
many of our kids,’ Goldberg said. “Baby- 
Steps will encourage families to save and 
invest earlier for their children’s higher ed- 
ucation.” 

All new parents or guardians will have 
one year after their child has been born or ad- 
opted to open a U.Fund 529 college savings 
account in order to receive the $50 deposit. 
The deposit will be transferred directly into 
the child’s U.Fund account through MEFA 
and financed by the Treasurer’s Economic 
Empowerment Trust Fund with support from 
private donors. 

The program builds upon Goldberg’s 


two pilot programs — SeedMA and SoarMA 
— in economically and diverse areas of the 
state. To enroll, parents must check the box 
on the birth certificate they receive in the 
hospital (Parent Worksheet for Live Birth) 
to start the process or they may visit BabyS- 
tepsSavingsPlan.org. 

“T would like to thank Treasurer Gold- 
berg for her innovative work on this pro- 
gram,” Ashe said. “A family can never begin 
saving for college too soon and this plan will 
provide a great starting point and allow more 
students to attend college and graduate with 
less or no debt.” 

The BabySteps Savings Plan will also 
provide families with free financial educa- 
tion services. For more information, visit 
BabyStepsSavingsPlan.org. 





issues. National Grid’s IVM program encourages natural controls by promoting low growing plant communities that resist 


invasion by target vegetation. The selective use of herbicides and mechanical controls are the direct techniques used to 


control target vegetation and help establish and maintain natural controls. 












Rodeo, and possibly one of the following herbicides, Arsenal or Arsenal Powerline, will be applied directly to the surface 
of stumps immediately after target vegetation is cut (Cut Stump Treatment). Garlon 4 or Garlon 4 Ultra will be applied 
selectively to the stems of target vegetation using hand-held equipment (Basal Treatment and Dormant stem treatment). 
Krenite S or Rodeo, mixed with Escort XP, and one of the following herbicides, Arsenal or Arsenal Powerline, or Milestone 
will be applied selectively to the foliage of target vegetation using hand-held equipment (Foliar Treatment). Applications 
shall not commence more than ten days before nor conclude more than ten days after the following treatment periods. 
The herbicide mixes and additional information about rights of way management in Massachusetts can be found here: 


https://www.mass.gov/rights-of-way-vegetation-management 


Municipalities that have rights-of-way scheduled for herbicide treatments in 2020: 


Monson, Palmer 


Municipalities that have rights-of-way that were treated in 2019 but may require some touch-up work in 2020: 


Monson, Palmer 


Treatment Periods 


January 27, 2020 — May 29, 2020 May 29, 2020 - Oct 16, 2020 Oct 16, 2020 — Dec 31, 2020 


Further information may be requested by contacting (during business hours, Mon-Fri from 8:00 am-4:00 pm): 
Mariclaire Rigby, National Grid, 939 Southbridge Street, Worcester, MA 01610. 
Telephone: (508) 860-6282 or email: mariclaire.rigby@nationalgrid.com 


Raffle drawing for Irish Cultural Center Ireland tour 


WEST SPRINGFIELD — The 
Irish Cultural Center of Western 
New England is holding a raffle 
drawing to celebrate Saint Brig- 
id’s Day and the start of the Celtic 
spring. The first prize is an all-ex- 
penses paid trip for two people on 
a group tour to Ireland, hosted by 


e Hazardous Tree Removal 
e Stump Grinding 

e Bobcat Work 

e Lot Clearing 

e Furnace & Firewood 

e Storm work 

e Firewood $235/cord 


McNeely Tree Service 


Insured e References 


the ICC. The winner may select 
their choice of several tours - ear- 
ly spring, September or October 
2020, or May 2021. The prize is 
transferable to another party. The 
second prize is a 14 carat gold Saint 
Brigid’s Cross necklace crafted by 
Brian de Staic Jewellers of Dingle, 


Ireland. 
The draw- 
ing will take 


place Feb. 1 at 
the ICC’s Trin- 
ity Pub, 429 
Morgan Road, 
West = Spring- 
field. The event 
will begin at 
6 p.m., with a 
welcome and 
remarks from 


e Asian Longhorn Beetle Certified 


H: 508-867-6119 ¢ C: 413-324-6977 


the raffle committee and ICC pres- 
ident. Irish language FLTA Yvonne 
de Faoite will give a brief history 
of St. Brigid. At 6:45 p.m. tickets 
will be drawn for first and second 
prizes (winner need not be pres- 
ent). 

Additionally, all those who at- 
tend the drawing will receive a free 
raffle ticket for a chance to win one 
of two $100 gift certificates to the 
Irish House Restaurant and Trinity 
Pub (must be present to win). Din- 
ner offering this evening will be 
buffet only, $25 per person. 

Cost is $20 per ticket. Cash, 
check or credit card accepted. Call 
413-333-4951 or visit the ICC to 
purchase tickets. Visit www.Irish- 
Centerwne.org for more informa- 
tion. 





Corrections 


The Journal Register will 
gladly correct factual errors that 
appear in this paper. Corrections 
or clarifications will always ap- 
pear on Page 2 or 3. To request 
a correction, send information to 
Editor at bcoulter@turley.com, 
or call 283-8393, extension 236. 
Corrections may also be request- 
ed in writing at: Journal Register, 
Attn: Editor 24 Water St., Palmer, 
MA, 01069. 


TARGETED 
MARNETING 
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The Journal Register 


OBITUARY POLICY 





Turley Publications offers two types of 
obituaries. 

One is a free, brief Death Notice listing 
the name of deceased, date of death and funeral 
date and place. 


The other is a Paid Obituary, costing $100, 
which allows families to publish extended death 
notice information of their own choice and may 
include a photograph. Death Notices & Paid 
Obituaries should be submitted through a 
funeral home to: obits @turley.com. 


Exceptions will be made only when the family 
provides a death certificate and must be pre-paid. 
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to help someone who is having a problem, and treat 
them with warmth and compassion and respect. 

He also reminds younger officers that “good 
people make bad choices,’ because some people 
make one bad choice. 

And since joining the department, the job has 
changed and yet it hasn’t. “The basics are still the 
same,” he said. “But in other ways there have been 
big changes.” 

When he first started policing, there was little 
that could be done for domestic violence victims. 
“Unless a police officer saw the abuse happening, 
they were powerless to do much for the victim. “The 
onus was on the victim, and when you look back at 
it today, it’s really strange that’s the way it was,” he 
said. 

Of course, the way marijuana is dealt with these 
days has also changed, with medicinal and recre- 
ational marijuana now legal, and the ability for peo- 
ple to grow up to 12 plants. One area that hasn’t been 
nailed down is measuring when drivers are impaired 
after using marijuana. “That’s still in flux,” he said. 

He said training has also changed over the 
years, with many more topics covered over a much 
longer period of time. “Training has come a long 
way; policing is more than just crime fighting,’ he 
said. “When I first started there wasn’t a lot of help 
and you figured a lot of things out on your own.” 

There are also police officers in the schools 
working with students, and helping them with con- 
flict resolution. They’re pretty busy there.” 

Tasers have been added to their tools, and police 
cameras may be in the department’s future. Many 
departments across the country are adopting them as 
a way to show officers have followed all the right 
steps and procedures. “I think they’re good things,” 
he said. “But there’s cost to everything, including 
cameras.” The town will have to weigh whether they 
are a tool to be adopted, he said. 

He is also excited for the department’s future 
with Lt. Christopher Burns becoming the next chief, 
which will be effective on Feb. 1. 

‘‘He’s been my rock here for the last five years,” 
he said. “He’s going to be a fantastic chief, and he’s 
more than capable to tackle anything and everything. 
He’s worked very hard, he’s very organized and he’s 
fair. He’s also ahead of the curve in many things.” 

Janulewicz said he has enjoyed his policing 
career, including his five years as chief, and he has 
found there is a golden rule of sorts. 

“T find that if you treat people fairly and with 
respect, they respond,” he said, whether it’s fellow 
officers, criminals or victims. 

The public is invited to come wish him well on 
Friday, Jan. 31, from 3 to 5 p.m., at the Palmer Police 
Station. 
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placed on the patient’s head, delivering focused mag- 
netic stimulation in the area of the brain involved in 
regulating their mood. 

Common side effects include a scalp/localized 
pain that deceases as the patient becomes accus- 
tomed to the sensation of the magnetic stimulation, 
tooth pain, headaches, and a very rare chance of hav- 
ing a self-limiting seizure, which is one in 30,000. 
Also, it is important to know that anyone with fer- 
romagnetic metal in the area of the head and neck, 
a metal clip in a cerebral vessel or shrapnel from a 
military-related injury, a cochlear implant, or a his- 
tory of seizures, have conditions that would prevent 
treatment. 

To learn more about this treatment, or to see if 
insurance plans cover it, call the Grisworld Behav- 
ioral Health Center at 413-370-5285. 
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Hitchcock Free Academy's schedule 


Monday, Feb. 10 

REMINDER: Students can sign up 
for all classes and find more information 
regarding classes on our website: hitch- 
cockacademy.org. 

FAMILY FOUNDATION 5: Free 
pre-schooler programs sponsored by a 
Union 61 Family Foundation 5 Grant. 
Monday: Playgroup 9 toll a.m.; bring a 
snack. Questions? Contact Cheryl Cam- 
eron at union61 @tantasqua.org. 

WEIGHT WATCHERS: Tradition- 
al Weight Watchers meetings. Weigh- 
in/Registrations: 5:30 p.m. Meeting: 6 
p.m. Leader: Angela Kramer. Visit www. 
weightwatchers.com to become a mem- 
ber or to learn more about Weight Watch- 
ers. 

SEN-I JUDO CLUB: 4:30 to 6 p.m. 
Develop discipline, confidence, fitness, 
a sense of team work and have fun. For 
details and registration call Sensei Israel 
Lopez 413 279-4330. 

YOGA: 7:15 to 8:45 p.m. This 
90-minute Hatha Yoga practice will relax 
and rejuvenate with guided meditations. 
Wear comfortable clothes and bring a 
mat. Instructor: Sharon Palmer M.Ed. 
Certified 500 hour Kripalu Yoga Teacher 

Tuesday, Feb. 11 

ART GROUP: 9 to 11:30 a.m. Stu- 
dents should bring their own art and en- 
joy the company of other artists as they 
explore and encourage each other in cre- 
ative adventures. 

PILATES: 5:15 to 6:15 p.m. A per- 
fect class for those who wish to unwind 


right after work. A mat floor exercise 
targeting the core muscles, Pilates im- 
proves flexibility, posture, balance and 
strength. Instructor: Karen Larsen. 
PILATES: 6:15 to 7:15 p.m. A great 
way to start an evening. A mat floor ex- 
ercise targeting the core muscles, Pilates 
improves flexibility, posture, balance and 
strength. Instructor: Karen Larsen. 
LET’S CAKE DECORATE -— RO- 
SETTE CAKE: 6 to 8 p.m. Ages 8 and 
up are welcome. Come, have fun and 
leave with a decorated cake while learn- 
ing or practicing detailed decorating 
skills. All supplies included. Instructor: 
Sue Gaulin. Fee: $57. 
Wednesday, Feb. 12 
WATERCOLOR: 9:30 a.m. to noon. 
For all levels — ongoing watercolor class- 
es with new paintings every three weeks. 
Instructor: Beth Parys. For more infor- 
mation and to register call 413.245.3295. 
FAMILY FOUNDATION 5: Free 
preschooler programs sponsored by a 
Union 61 Family Foundation 5 Grant. 
Music and movement: 9 to 10 a.m. 
MOVING MUSCLE: 5:15 to 6:15 
p.m. Muscle conditioning exercises us- 
ing light hand weights. This class will 
use a Series of squats, lunges and varying 
arm exercises for an overall body work- 
out. All levels are welcome. Instructor: 
Karen Larsen; Fee: $50 for eight classes. 
BUDDIES DOG TRAINING: 6:30 
to 7:30 p.m. (six classes) A dog-training 
basics class for canines of all ages (pup- 
pies are welcome.) It provides positive 


training methods, good management 
practices and problem-solving strategies. 
Vaccinations must be up to date. Fee: 
$130 per dog. Instructor: Laurie Mer- 
rit, MEd, CPDT-KA, CNWI; Certified 
Professional Dog Trainer-Knowledge 
Assessed; Certified K9 NoseWork In- 
structor- National Association of Canine 
Scent Work. 

YOGA FOR BEGINNERS: 6:30 to 
7:45 p.m. Explore foundational postures, 
breathing practices, and easy meditation 
techniques as well as posture modifica- 
tions if more/less challenges are needed. 
Instructor: Sharon Palmer, M. Ed. Cer- 
tified 500 hour Kripalu Yoga Instructor. 

POP (Plenty of Possibilities Se- 
ries) WHICH WAY IS UP? 6:30 to 7:30 
p.m. Everyone has times that they are 
so stressed they don’t know which way 
is up. This session focuses on different 
tools and skills to help manage stress. 
Fee: $15. 

Thursday, Feb. 13 

FAMILY FOUNDATION 5: Free 
preschooler programs sponsored by a 
Union 61 Family Foundation 5 Grant. 
Thursday: STEAM Experiments 9 to 
10:30 a.m. Bring a snack. Questions? 
Contact Cheryl Cameron at union61 @ 
tantasqua.org. 

VIOLIN LESSONS: 2 to5 p.m. In- 
structor: Linda Day Newland, violinist 
in the Austin Symphony Orchestra for 
22 years. Lessons available for all ages 
and all levels. 

SEN-I JUDO CLUB: 4:30 to 6 p.m. 


Develop discipline, confidence, fitness, 
a sense of team work and have fun. For 
details and registration call Sensei Israel 
Lopez 413 279-4330. 

FENCING: 6:15 to 7:15 p.m. Youth 
and adult classes with Andy Bloch. 

KY NOSEWORK® 7 to 8:30 p.m. 
This is a sport open to all breeds of dogs 
and their people. Progressive training 
levels offered. Offered at three levels. 
(six classes) Fee: $145. Instructor: Laurie 
Merritt, MEd, CPDT-KA, CNWI; Certi- 
fied Professional Dog Trainer-Knowl- 
edge Assessed; Certified K9 NoseWork 
Instructor- National Association of Ca- 
nine Scent Work. 

Friday, Feb. 14 

ALCOHOLICS ANONYMOUS: 
Traditional open AA meetings in a 
friendly setting. Come early to chat and 
share in refreshments. Time: 7:30 p.m. 

Saturday, Feb. 15 

K9 NOSEWORK® 9 a.m. to 1:30 
p.m. This is a sport open to all breeds 
of dogs and their people. Progressive 
training levels offered. Offered at three 
levels. (Six classes). Fee: $145. Instruc- 
tor: Laurie Merritt, MEd, CPDT-KA, 
CNWI; Certified Professional Dog 
Trainer-Knowledge Assessed; Certified 
K9 NoseWork® Instructor- National As- 
sociation of Canine Scent Work. 

More information about Hitchcock 
Free Academy, located at 2 Brookfield 
Road in Brimfield, can be found at www. 
hitchcockacademy.org or call 413-245- 
9977 for more information. 








BBB offers tips to keep tax 
information secure 


The Better Business Bureau has some sug- 
gestions for consumers and business owners for 
keeping their tax information secure and avoiding 
tax-related scams. 

So far in 2019, BBB has processed approxi- 
mately 2,260 complaints against tax return prepa- 
ration services and related businesses including 
accountants preparing tax returns. For those com- 
plaints, the median disputed amount for which 
consumers sought BBB’s help was $495. 

Thus far in 2019, BBB received approxi- 
mately 600 reports to BBB Scam Tracker from 
consumers regarding con artists claiming to be 
with the IRS. This comprised nearly two per- 
cent of all Scam Tracker reports received so far 
in 2019. This has dropped from 3,500 or seven 
percent of scams in 2017. These scams tend to 
rely on tactics such as intimidation such as threats 
of arrest, isolation to keep victims from talking to 
their family members about the supposed tax 1is- 
sue and/or pressure to act quickly. Tax collection 
scams often employ all three to bully their targets 
into compliance. 

BBB has been cooperating with the IRS by 
providing the agency with phone numbers report- 
ed from consumers to BBB Scam Tracker. Any 
law enforcement agency can request additional 
information from Scam Tracker and we are al- 


ways willing to work with them to help stop this 
fraud. 

Here are some ways consumers and business 
Owners can combat tax fraud. 

Only deal with trustworthy tax preparation 
services. Check BBB.org for the latest Business 
Profile before you engage a company for the first 
time. 

Protect personally identifiable information 
(PII) such as birth date, Social Security numbers, 
bank accounts, etc. 

Check out websites carefully and make sure 
they are accessing the real IRS website (irs.gov) 
when filing taxes electronically or inquiring for 
additional information. 

If you get tax information delivered elec- 
tronically from your employer or other entity, 
treat that information carefully. Download it onto 
a password-protected computer. Understand how 
tax scams work and be on guard for “red flags” 
such as calls before you’ve received any kind 
of letter from the Internal Revenue Service, Ca- 
nadian Revenue Agency or other tax authority, 
demands for immediate payment, threats or in- 
timidation or payment requests via wire transfer, 
prepaid debit card or gift card. People may check 
out this BBB Scam Tip for more information at 
BBB.org/TaxScams. 


Salons sought for ‘Cut-A-Thon 


benefit against bullying on April 4 


SPRINGFIELD — Hair salon own- 
ers and their teams interested in helping 
to make a difference in the fight against 
bullying are needed as part of the “Cut- 
A-Thon” to benefit Unify Against Bul- 
lying Saturday, April 4. 

Unify is looking for local and re- 
gional salons to participate in a one-day 
Cut-A-Thon to benefit Unify Against 
Bullying. The salons will donate pro- 
ceeds from haircuts, blowouts, and 
styling to the anti-bullying organiza- 
tion. Some salons will offer temporary 
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pink hair color - the signature color of 
Unify Against Bullying. In addition, 
each salon will add its own fun activi- 
ties and promotions for the event. 

“It’s a fun day for a great cause, 
and everyone leaves the salon feeling 
and looking fabulous, each in their own 
unique way. We love how each salon 
is embracing Unify Against Bullying 
and being creative in their vision for 
the Cut-A-Thon,” said Unify executive 
director Christine Maiwald. 
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Fresh Air Fund invites 
families to host urban 
children for the summer 


REGION -— Fresh Air sum- 
mers are filled with children run- 
ning through the sprinklers in the 
grass, gazing at star-filled skies 
and swimming for the first time. 
This summer, residents are invit- 
ed to join volunteer host families 
in the Pioneer Valley Area, and 
open their heart and home to a 
Fresh Air child. Each summer, 
thousands of children from New 
York City’s low-income commu- 
nities visit suburban, rural and 
small town communities along 
the East Coast and Southern 
Canada through The Fresh Air 
Fund’s Friendly Towns Program. 

“My first year hosting, I was 
so nervous and my boys kept 
saying it would be great. And 
then by the end, I was in tears. 
That moment I realized what a 
special program Friendly Towns 
is and how impactful it is to our 
lives and theirs,’ Kim Carrico 
said. “We go to Adventureland 
with other Fresh Air families, to 
the pool and keep in touch during 


the year. Asah and Jalon have 
had such an impact on my kids’ 
lives and my own.” Asah, age 13, 
of the Bronx, and Jalon, age 14, 
of Brooklyn, have been visiting 
the Carrico family in Kings Park, 
N.Y., for two summers and three 
summers, respectively. 

The Fresh Air Fund, an in- 
dependent, nonprofit agency, has 
provided free summer experi- 
ences to more than 1.8 million 
New York City children from 
low-income communities since 
1877. First time Fresh Air chil- 
dren are boys and girls, from 
7 to 13-years-old, who live in 
New York City. Children who 
are re-invited by host families 
may continue with The Fresh Air 
Fund through age 18 and can en- 
joy extended trips. 

For more information about 
hosting a Fresh Air child this 
summer, please contact Nuala 
Sullivan-Wall at 413-519-7909 
or visit www.FreshAir.org. 
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Dont leave 
furry friends 
in the cold 


hile Mother Nature has surely been 

W wishy-washy with the weather this 

winter, it’s imperative we don’t for- 

get about our four-legged furry friends when it 
comes to their seasonal needs. 

The Massachusetts Emergency Manage- 
ment Agency has offered tips to help pet own- 
ers ensure they are being responsible caregiv- 
ers during these chilly winter months in New 
England. 

First, do not leave your pet outdoors 
when temperatures drop below freezing. You 
wouldn’t want to be out there — why would 
the dog? 

They need outdoor exercise, but take care 
not to keep them outdoors for lengthy periods 
of time during very cold weather. You may 
have a “cold-weather” breed of dog, but each 
pet is an individual, and those that live their 
lives mostly indoors need time to adapt to cold 
temperatures by building up a thicker coat and 
toughening their footpads for ice and snow. 

Short-coated dogs may feel more comfort- 
able wearing a sweater during walks. 

Many dogs need boots in cold weather, 
regardless of their coat length. If your dog fre- 
quently lifts up its paws, whines or stops during 
walks, it may be demonstrating its feet are un- 
comfortably cold. 

Boots can help protect from another winter 
hazard: road salt. If your pet walks on salted 
or chemically treated areas, be sure to wash its 
paws after your walk. Gently rub the bottom 
of the feet to remove these irritants as soon as 
your dog 1s off the road. 

Other big dangers of the winter months are 
antifreeze and de-icing chemicals. Many types 
of antifreeze have a sweet taste that can attract 
animals, but if they ingest the chemical it may 
prove to be fatal. Always store antifreeze out of 
reach and clean up spills. 

Speaking of cars, if you park outdoors, be 
sure to make sure there are no animals seek- 
ing warmth and shelter inside your car engine. 
Warm automobile engines are dangerous for 
cats and small wildlife. To avoid injuring hid- 
ing animals, bang on your car’s hood to scare 
them off before starting your engine. 

Keep pets on a leash when walking near 
suspected frozen bodies of water like lakes or 
ponds. The ice may not be sturdy enough to 
support its weight. If a pet falls through the ice, 
do not attempt to rescue it yourself; call 911 or 
go for help. 

If your pet does stay outside during the 
winter months, be mindful of wind-chill. Out- 
door dogs need a dry, draft-free doghouse that 
is large enough to allow it to both sit and le 
down comfortably, but small enough to retain 
body heat. 

The floor should be elevated a few inches 
off the ground and covered with cedar shavings 
or straw. The entrance of the doghouse should 
be turned to face away from prevailing winds, 
and the entrance should be covered with a flap 
of heavy waterproof fabric or heavy plastic. 

But the best place for them is really inside 
with you, enjoying the warmth of the house. 


HISTORICAL WILBRAHAM 


beneath Putts Bridge 


By Charles F. Bennett 
Times Editor Emeritus 


We are going to spend some time 
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Garden with the seasons for an 
unbeatable display, part one 


ow often have you visited an 
HH eveee: museum, amusement 

park or resort and felt inspired 
by the gardens or container plantings 
used to adorn the property? 
Chances are you may have 
even used an especially de- 
lightful display as a backdrop 
for a family photo or two. 
Tourist attractions such as 
these put “their best foot for- 
ward” each season of the year 
to awe their customers with ;, 
spectacular combinations of | wi 


unique plants, so that no mat- | Roberta McQuaid 
Columnist 


ter when the visit is planned, 
the guest leaves with the feel- 
ing something special was done in their 
honor. 

We can treat our home gardens in 
a similar fashion. Why not? Certainly 
we deserve to have exceptional plant- 
ings, for our own enjoyment and for 
the “wow-factor” they will elicit from 
our friends. So instead of utilizing bor- 
der plantings that provide only glimps- 
es of color in the spring, summer and 
fall, devote entire beds to the showiest 
plants available for the time of year and 
change them with the seasons. 

These types of gardens don’t have 
to be very large, but they do have to 
be situated for optimal effect. Think 
“location, location, location!” If you 
have a long driveway, consider placing 
a “welcome garden” just as you turn 
down the path. Since it will be viewed 
from a distance, and from a single van- 
tage point, make the bed more wide 
than narrow, and raise the height of the 
soil in the back of the bed a bit for a 
multidimensional appearance. Utilize 
large, bold flowers, bright colors and 
strong foliage forms; these will capture 


IN THE 
GARDEN 





the eye en route. 

Which door do you or guests nor- 
mally use to enter and exit the house? 
Plant a small garden nearby, one that 
can be admired up close, each 
time you pass by it. Here, 
the intricacies of color and 
form can be fully appreci- 
ated, whereas in the garden 
out front they would be lost. 
Experiment with a variety of 
flower and foliage shapes and 
| | color schemes. Don’t be afraid 
~_) | to use delicate or small flow- 
ers, or those that are mottled 
or two-tone. Likewise, varie- 
gated and cut-leaf foliage can 
make for interesting inspection if prop- 
erly paired with surrounding plants. 
Similar beds or container plantings can 
be planned for patio or pool-side, or for 
other areas within the landscape that 
might be suitable for entertaining. Sim- 
ply tailor the gardens to the timeframe 
in which these locations are used most 
often, and choose your plants accord- 
ingly. 

Next week we will go through each 
season: spring, summer and fall in 
preparation for a fantastic display. With 
just a little forethought you can have a 
garden that mimics those of your favor- 
ite destination. 

Roberta McQuaid graduated from 
the Stockbridge School of Agriculture 
at the University of Massachusetts. 
For the last 28 years, she has held the 
position of staff horticulturalist at Old 
Sturbridge Village. She enjoys growing 
food as well as flowers. Have a question 
for her? Email it to ekennedy@turley. 
com with “Gardening Question” in the 
subject line. 


SOCIAL SECURITY MATTERS 


We took benefits 
early; can we get 
more now? 


By Russell Gloor 
Guest columnist 


Dear Rusty: My birth year is 1947. My wife’s is 1950. 
We both took our Social Security years ago at age 62 due 
to health concerns because we questioned if we would live 
to age 78 to equalize the extra payout if we would have 
waited to age 66. Taking early at 62 may have been a mis- 
take and I am wondering if there are any options available 
to maximize my and/or my wife’s monthly payment with 
a restricted application or any other available options? My 
gross monthly is $946.60, and my wife’s is $543.60 before 
the deduction for Medicare. Together our gross monthly is 
about equal to the per person individual average monthly 
payment of $1,479. Signed: Regretful we took SS early. 

Dear Regretful: I’m afraid the options for either you 
or your wife increasing your benefit at this point are ex- 
tremely limited. You cannot file the restricted application 
you mentioned because that can only be done by some- 
one applying for the first time (and who was born before 
1/2/1954), and only by someone who has not yet reached 
age 70. Neither can you suspend your benefits to earn de- 
layed retirement credits because DRCs are only earned 
up to age 70. Your wife has a very small window until she 
reaches 70 in March during which she could suspend her 
benefits, and by doing so immediately she could perhaps 
earn, at most, an additional 1 percent in DRCs (about $5 
more per month). That leaves only two other things which 
could increase your benefits: 1) Annual Cost of Living 
Adjustments (COLAs) granted each year depending upon 
inflation, and 2) returning to work and having substantial 
current earnings which may replace the earnings in a low- 
er-earning year in your lifetime work record (Social Secu- 
rity uses the highest earning 35 years over your lifetime to 
compute your benefit amount). 

If you have some years in that 35-year history with no 
or very low earnings, working now could replace one or 
more of those years. I have no way of determining wheth- 
er that is a possibility; you would need to get your life- 
time earnings record from Social Security and see if that 
is possible by examining your earnings for each year over 
your lifetime. But remember, all early years of earnings are 
adjusted for inflation, so for example, $10,000 earned in 
1990 would be equal to about $25,000 in today’s dollars, 
and you'd need to earn more than the higher amount to have 
any effect on your benefit. 

I wish I had better news for you, but the unfortunate 
reality is that once someone claims their Social Security 
benefits, the amount is quite fixed. Although it’s possible 
to withdraw an application within 12 months of initial fil- 
ing, and it’s also possible to suspend benefits once FRA 
is reached, neither of those is available to you. And your 
wife only has a very short window to suspend her bene- 
fits, which will reach maximum when she reaches 70 in 
March. So, except for the COLA increases and returning to 
work options I’ve discussed above, I’m afraid you have no 
other opportunity to increase your Social Security benefit 
amounts. 

This article is intended for information purposes only 
and does not represent legal or financial guidance. It pres- 
ents the opinions and interpretations of the AMAC Foun- 
dation’s staff, trained and accredited by the National Social 
Security Association. NSSA and the AMAC Foundation 
and its staff are not affiliated with or endorsed by the Social 
Security Administration or any other governmental entity. 
To submit a question, visit our website (amacfoundation. 
org/programs/social-security-advisory) or email us at ssad- 
visor @ amacfoundation.org. 

Russell Gloor is a Social Security advisor for AMAC. 


with our friends in Indian Orchard 
and Ludlow in this week’s column 
telling the tale of the bridge crossing 
to Ludlow called Putt’s Bridge and 
the waterfalls below it, The Falls at 
Wallamanumps (pronounced like it 
sounds), that goes back to the times of 
local Native Americans. 

And, we will tell the tale of the 
oldest railroad chartered in New En- 
gland, going back to 1849. 


Railroads 

Monson historian Patrick 
Duquette is well known to Wilbra- 
ham history buffs having given talks 
at an Old Meeting House Museum 
open house in the last year and a half. 
Patrick sent me a note, knowing I was 
working on a column about Wilbra- 
ham railroads. (see the Dec. 26 Times 
front page “Historical Wilbraham — 
Railroads made a profound impact on 
the town.’”) 

Patrick had come across infor- 
mation about the very first railroad 
chartered in New England and sent 
me a message about its historic back- 
ground. The Indian Orchard Railroad 
was incorporated in 1849. The mile- 
long track is of more importance out 
of proportion to its size. It was built by 
the Indian Orchard Mills primarily to 
provide a freight outlet for the mills. 
It was very likely the first company 
holding a bona fide railroad charter to 
operate a passenger horsecar service 
anywhere in New England, it was 
claimed. 

The Indian Orchard Railroad was 
finished in the early 1850s. It connect- 





PHOTO COURTESY DIGITAL COMMONWEALTH 


Putts Bridge from Indian Orchard to Ludlow in 1897 couldn’t accommodate four 


lanes of traffic as it does today. 


ed the main line of the Western Rail- 
road that ran through North Wilbra- 
ham, with the mills along Pine Street 
and on the south bank of the Chicopee 
River in Indian Orchard. Northbound, 
the railroad freight cars, as well as 
the company’s lone horsecar, coast- 
ed downhill by gravity southbound, 
and up the grade, they were hauled 
by horses. Later the Western Railroad 
was merged into the Boston & Albany 
line. 
Putt’s Bridge 

You couldn’t write about our 
neighbors, Indian Orchard and Lud- 
low, without mentioning  Putt’s 
Bridge. The bridge at Wallamanumps 
Falls on the Chicopee River divides 
Wilbraham and Ludlow, and then 
Indian Orchard and Ludlow at what 
was affectionately called “Tri-Town,” 
where the three towns come together. 

According to the Lost New En- 


gland website, this spot at Walla- 
manumps Falls on the river has long 
been the site of a bridge connecting 
the three municipalities. 

“The early accounts are some- 
what vague, but the first bridge was 
built in either the late 1780s or ear- 
ly 1790s. Either way, a bridge was 
definitely here by 1794; prior to that, 
Ludlow’s 500 or so residents would 
have to get to and from Springfield 
(Indian Orchard) by fording the riv- 
er,’ says the website. 

Historians wrote that crossing 
the river at that spot was unpleasant 
and dangerous. The first bridge was 
built by Eli Putnam, but Putnam’s 
name was twisted into the bridge’s 
nickname by adding and extra “T” 
and called “Putt’s Bridge.” However, 
at that location on the river, bridges 
didn’t seem to have long lifespans. 
After the first bridge, in the next 30 
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Putts Bridge today conveys heavy traffic from two sources, Indian Orchard and 


Wilbraham to Ludlow; and vice versa. 


years, three additional spans would 
have to be constructed on the site. 

Duquette told me that he believed 
that one or two of the previous bridg- 
es were toll bridges but he thought it 
wasn’t very popular to charge people 
to travel over them and they eventual- 
ly became free to use. 

The 1822 bridge must have been 
stronger, because it lasted until 1897. 
(See the photograph accompanying 
this column.) By this point, though, 
the 75-year-old bridge was starting 
to show its age, and the next year it 
was replaced with a new iron bridge. 
However, the replacement didn’t even 
last half as long as its predecessor 
before it was replaced by the current 
bridge, in 1930, which is still consid- 
ered narrow by today’s standards. Just 
look at the four lanes that squeeze to- 
gether over the span on any given day, 
especially at rush hour. 

Lost New England says, “To- 
day, this concrete and steel bridge 


carries Route 21 across the river, and 
it still serves as the primary connec- 
tion from Ludlow to Springfield. The 
1897 version in the photo was at a 
substantially lower elevation than the 
current bridge. 

Back approximately eight to 10 
years ago, the present bridge had to 
undergo major repairs creating major 
traffic woes for Wilbraham residents 
near Weston and Acton streets and the 
Stony Hill Road-Pines School section 
of town. 

I remember Wilbraham Town 
Engineer Ed Miga holding a meeting 
and explaining the situation for those 
residents and warning them: “People 
(motorists) are invading your town.” 
Miga installed heavy traffic barriers 
trying to relieve the headaches all 
caused by the stalled traffic at Putt’s 
Bridge. Eventually the bridge repairs 
were finished and things got back to 


Please see HISTORY, page 6 


Election letters 
to the editor 
welcome 


The Journal Register welcomes 
readers to participate in this year’s 
election campaigns by writing letters 
to the editor for publication on these 
pages. Letters of up to 250 words from 
local residents endorsing candidates 
on the ballot or discussing campaign 
issues should be sent to The Journal 
Register, care of Turley Publications, 
24 Water St., Palmer, MA 01069, faxed 
to 413-289-1977 or emailed to dfarm- 
er@turley.com. Please include a day- 
time telephone number for verification 
purposes (it will not be printed). Let- 
ters must be received by noon Monday 
to be considered for that Thursday’s 
newspaper. No attack letters will be 
printed. No letters written by candi- 
dates supporting their own candidacy 
will be printed. If the volume of letters 
received is larger than the space avail- 
able in the newspaper, or if the letters 
become repetitive, the newspaper 
reserves the right to print a represen- 
tative sample. No endorsement letters 
will be printed in the last edition before 
the election. 

For more information, call editor 
Douglas Farmer at 413-283-8393. 

Campaign news 

As part of its election coverage, 
the newspaper plans to print stories 
about contested races for Congress, 
state Senate, state House, district at- 
torney and Governor’s Council during 
the weeks leading up to the election, 
as well as a question-and-answer 
voters guide. In order to ensure fair- 
ness to all candidates, no political 
press releases will be printed, nor 
will reporters cover political rallies or 
fundraisers. 

Candidates who wish to further 
publicize their candidacy, beliefs and 
events may contact Lisa Marulli, 413- 
283-8393 or Imarulli@turley.com, 
about paid advertising in The Journal 
Register. 


Letters to 
the editor 
policy 


Letters to the editor 
should be 250 words or 
less in length, and guest 
columns between 500- 
800 words. No unsigned 
Or anonymous opinions 
will be published. We 
require that the person 
submitting the opinion 
also include his or her 
town of residence and 
home telephone number. 
We must confirm author- 
ship prior to publication. 
We reserve the right 

to edit or withhold any 
submissions deemed to 
be libelous, unsubstanti- 
ated allegations, personal 
attacks, or defamation of 
character. 


Please send opinions to: 
The Journal Register 
Letter to the Editor 

24 Water St., 

Palmer MA 01069, 

or by e-mail to: 
dfarmer@turley.com 


The submission deadline 
for consideration is 
Monday at noon. 


The 
Journal Register 
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418-940) is published every 
Thursday by Turley Publications, 
Inc., 24 Water St., Palmer, Mass. 
01069. Telephone (413) 283- 
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Register, 24 Water St., Palmer, 
Mass. 01069. 
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Looking Back 


25 YEARS AGO 


FROM THE PAGES OF THE 
JOURNAL REGISTER THIS 
WEEK IN 1995 ... 


Town officials seek aid to rebuild 
after Main Street fire. Affected 
businesses to file forms Monday 


By Justin Doyle 


PALMER - The damage has 
been done, the issue now a mat- 
ter of rebuilding. A week after the 
Holbrook Building on Main Street 
burned to the ground, Palmer is 
looking to the state for aid to re- 
build. After state and town officials 
returned from a meeting with the 
Executive Office of Communities 
and Development (EOCD) on Fri- 
day, Palmer has received an im- 
mediate response that the state is 
willing to try to help the businesses 
which were lost in the fire. 

Palmer is hoping that the Hol- 
brook Building fire will be declared 
a disaster area in order for the busi- 
nesses, which were devastated by 
the fire, to be eligible for federal 
and state aid. 

According to Larry Smith, the 
Palmer community development 
director, if the state declares the 
Holbrook Building a disaster area 
it will open up the door for several 
state and federal programs. 

“Once we hear from the state, 
we will hold a meeting with different 
state agencies including the Small 
Business Administration (SBA), the 
Federal Emergency Management 
Association and the Farmers Home 
Administration,’ Smith said. “WE 
might be able to tap into four or five 
different programs.” 

The SBA has already begun 
to take action. According to Smith, 
Wade Butler, a representative for 
the SBA’s regional office has prom- 
ised to review the site of the Hol- 
brook Building fire and speak with 
business owners. 

“The SBA is sending a repre- 
sentative out to view the site and sit 
down with the property owners to 
the application process for funding 
the programs,” Smith said. 

Following requests by town 
representatives that the sight be 
viewed by the Governor’s Office 
at the meeting with the EOCD the 
state responded. 

On Tuesday, John Pappas, di- 
rector of the Executive Department 
of the Massachusetts Emergency 
Management Agency, visited the 
remains of the Holbrook Building 
to assess the damage. 

“T here to see (the site) and also 
request that tenants and owners file 
estimates of their losses with the 
town, “Pappas said. 

According to Beverly Lund, 
executive secretary for Palmer, the 
state must have a full account of the 
total 

Businesses affected by the fire, 
before determining if the sight can 
be declared a disaster area. 

Pappas left information and 
forms with Lund to be distributed to 
the small businesses which received 
damage due to the fire. 

Lund said that forms are avail- 
able at the Selectmen’s office and 
requested that they be returned by 
Monday. Owners of businesses that 
were affected by the fire or suffered 
a loss should contact the select- 
men’s office at 283-2603 or Lund at 
her home at 283-4001 for forms 

Pappas said once the complet- 
ed forms are turned in, he will be 
able to forward them to the Small 
Business Administration, who will 
make a determination of assistance 
within two weeks. 

Representatives from Palmer 
brought the town’s plight to the at- 
tention of the state last week when 
members of the Palmer Downtown 
Partnership (PDP) traveled to Bos- 
ton to meet with the Executive 
Office of Communities and Devel- 
opment (EOCD). The meeting ° 
provided town officials with infor- 
mation as to the availability of state 
and federal funding programs for 
the tS- businesses that lost their of- 
fices in the Holbrook Building fire. 

Town officials returned from 
the meeting with a feeling of hope, 
in terms of the possibility of receiv- 
ing funding. 

“We received a very positive 
response from the state in terms 
of the availability of state funding 
programs to help the small busi- 
nesses that were destroyed in the 
fire,’ Smith said. “You don’t often 
get a meeting with that many people 
from different state agencies.” 

Smith was joined in the meet- 
ing by PDP member Daniel Slowick 
and president Warren Thompson, 
who spoke to 12 members of the 
EOCD, including Mary Greendale, 
administrator of Community Ser- 
vices and Bruce Stebbins, executive 
-secretary for the Economic Office. 

State Sen. Robert D. Wetmore, 





FROM THE PAGES OF THE PALMER JOURNAL THIS WEEK IN 1995: Finance 
Committee member and Bondsville resident Paul Burns introduces his 
son, Jarrad, 18-months, to seniors at the Palmer Senior Center on Monday 
afternoon. Burns was at the center with Jarrad, his other son, Adam, 3, and 
his wife, Wendy, to announce his intention to run for Palmer Selectman. 
(Photo by Tina Lak) 
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FROM THE PAGES OF THE PALMER JOURNAL THIS WEEK IN 1995: Taking a 
coffee break ... Members of the Monson Writers and Illustrators group en- 
joy a hit drink during intermission at the Monson Coffeehouse last Thurs- 
day night in Memorial Hall. Pictured left to right, Phyllis Hull, Nancy Bryant 
and Nancy Beauregard. (Photo by Joanne Gervais) 


b, 
FROM THE PAGES OF THE JOURNAL REGISTER THIS WEEK IN 1970: The 
Rainbow Girls held their installation of officers at the Monson Mason- 

ic Hall. Officers shown from left to right: Joyce Outhuse, Charity; Carol 
Wright, Hope; Sharon Osborne, Worthy Advisor; Kathleen Hobson, Worthy 
Associate Advisor and Linda Dill, Faith. 
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FROM THE PAGES OF THE JOURNAL REGISTER THIS WEEK IN 1970: The St. 

Peter and Paul’s Mothers Club will sponsor a Gay Fiesta Mardi Gras Febru- 
ary 14. This is the 14th annual event. Show with decorations for the fiesta 


are left to right: Helen Grzywna, Eleanor Skowronek, Theresa Szwed, Sophy 
Gladkowski and Charlotte Kszepka. 
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FROM THE PAGES OF THE PALMER JOURNAL THIS WEEK IN 1995: Bill Bacyk, 
owner of Basic Precision on Boston Road, Palmer, shows the machines 

in his shop that he now uses to make parts for vending stands as well as 
special order and production parts. (Photo by Curt Reeser) 
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FROM THE PAGES OF THE JOURNAL REGISTER THIS WEEK IN 1995: Let’s 
Dance ... Youths at a dance at the Second Congregational Church, 80 
Pleasant St., Palmer, take a break from the dance floor last Friday nights 
and pose for a picture. Organizers estimated that about 200 youths from 
grades 6 through 8 attended the dance. (Photo by Joy Trombly) 


downtown area.” 

The long-term goal for Palmer 
is to create a plan in order to rebuild 
the Holbrook Building. 

“We need to put together a 
plan for the redevelopment of the 
Holbrook Building,’ Landers said. 
“Because of the location of the Hol- 
brook building, I see no other solu- 
tion but to rebuild on that spot.” 


Palmer business owner designs 
parts for vending stands 


By Curt Reeser 
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FROM THE PAGES OF THE JOURNAL 
REGISTER THIS WEEK IN 1970: 
Palmer Basketball — Palmer this 
week beat Tantasqua by a score 

of 75 to 45. Michael Grimes, #14 

is shown taking a rebound. #30 is 
Gerald Skaza, and #20 is Michael 
Russo. The game was played in the 
Palmer High School gym. 





3 
— PALMER— Bill Bacyk, owner 
of Basic Precision on Boston Road, 
Palmer, is not making as many alir- 
craft parts as he used to these days, 
so he has switched to making cans. 
Not the kind of can that you 
would drink out of but the kind you 
can pull behind your vehicle and 
sell soda and hot dogs from. By per- 
sonally testing his can at flea mar- 
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LEARNING 


1455 N. Main Street, Third Floor 
Palmer, MA 01069 


facebook.com/topfloorlearningpalmer 


and “get up and running 
again.’ Landers stressed 
that it was essential that 
the business owners- re- 
ceive financial support 
from the state. 

“The short-term goal 
is to get immediate fund- 
ing for the owners of the 
18 businesses that are 

going to need help 
with everything from pay- 
ing mortgages to feeding 
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Compiled by Bruce Coulter 





FROM THE PAGES OF THE JOURNAL 
REGISTER THIS WEEK IN 1970: Diane 
Arnold 


kets and other events, Bacyk has re- 
fined his state of-the-art in portable 
vending stands. 

Bacyk has been a one-man ma- 
chine shop for over 20 years, ser- 
vicing the aircraft and the defense 
industries. He has worked with 
metals ranging from aluminum to 
titanium to high temperature steel. 
Over the course of his career, Bacyk 
has made one-of-a-kind items to 
productions runs of thousands. 

“Those days are over,’ Ba- 
cyk said. “As the aircraft industry 
around Hartford declined with the 
shrinking of the defense budget, so 
did my business. I started this can 
idea and developed it as I switched 
from making aircraft parts to selling 
hot dogs and soda.” 

“My wife Sue and I have been 
working the Brimfield flea market 
for over three years now and this 
vending stand is the result of that 
constant testing. Everything is easy 
to reach and use possible and the 
equipment is the best.’ 

“This product reflects the same 
workmanship that I put into all my 
work, whether it was making parts, 
rebuilding an old Model A or build- 
ing this ‘Can’ designed to vend the 
all-American hot dog and soda.” 

The attention to detail that Bill 
puts into aircraft and helicopter 
parts indicates that it is the Cadillac 
of mobile vending stands. 

The unit lowers to the ground 
and opens up with the push of a but- 
ton. Hydraulic pistons raise the top 
of the can, so the vendor can be seen 
and have adequate headroom and 
another hydraulic system retracts 
the wheels that the unit sits flat on 
the ground. 

It is equipped with a steam ta- 
ble, stainless steel sink, a 110-volt 
carbonation system and a four-head 
soda dispensing unit. 

“T’ve always liked auto racing, 
so I think I’m going to try to fol- 


LOOKING page 2 


Top Floor Learning, a privately funded 
non-profit corporation, has been helping 
others help themselves for 35 years with 

its Adult Basic Education programs. 
What makes Top Floor Learning 


unique Is its 


personalized instruction. 





their kids,’ Landers said. 
The Massachusetts 
Office of Business Devel- 
opment and the Quaboag 
Valley Business  Assis- 
tance and Loan Program 
may have available fund- 
ing to help the business 
owners who are now try- 
ing to pick up the pieces. 
Wade Butler a rep- 
resentative for the SBA’s 
regional office has prom- 
ised to view the site of the 
Holbrook Building fire 
and speak with the busi- 


Citizenship preparation 
Basic Computer Skills 
Resume Writing 


ASVAB, SAT and TOEFL 


Let TFL's method of One-to-One private 
tutoring help you reach your goals with: 


e Basic reading, writing and math skills 
High School Equivalency Exam (GED) preparation 
English Language Instruction (including conversation classes) 


Tutoring for specialized licenses and tests such as: 


D-Barre and Rep. Patrick Landers 
Ill, D-Palmer, also sat in on the 
meeting to help provide support for 
the Palmer area and stress the im- 
pact the fire had on the town. 

At the meeting, Landers em- 
phasized that the purpose of the 
meeting was to ensure that the state 
take into account the severity of the 
Holbrook Building fire. 

“We wanted to make sure 
Palmer’s-plight is heard at the very 
highest level of the state,’ Landers 

said. “We wanted to present 
that this was really a traumatic oc- 
currence for the town and there is 
now a 

call to arms for the town to 
build for the future.” 

Landers made a request to the 
Governor’s Office that a represen- 
tative view the site of the Holbrook 
Building fire which has been left in 
a pile of rubble and ash. 

Mary Padula, secretary for 


EOCD, has promised that she will 
review the site within the next two 
weeks. According to Larry Smith, 
Padula will be reviewing the site to- 
day (Thursday. ) 

Landers was impressed by the 
way in which the state received the 
town officials at the meeting. 

“Tt is an indication that the state 
will do everything in their power 
to turn this thing around,” he said. 
“Tt is essential to the central district 
that the state has a clear role in the 
rebuilding process, and that they do 
everything they can.” 

The meeting helped establish a 
set of three objectives for Palmer to 
work toward in terms of getting the 
businesses, which were forced out 
of the Holbrook Building by the fire 
to get back on their feet. 

According to Landers, the 
short-term goal involves accessing 
funding programs, which will di- 
rectly help the businesses relocate 


ness owners, according to 
Smith. 


For program information call Gail (413) 283-2329, 
or reach her by e-mail at: gcarneiro@toptloorlearning.org 





“The SBA is  send- 
ing a representative out 
to view the sight and sit 
down with the property 
owners to start the appli- 
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We are pleased to announce that we are now 


eae cere TUTORS offering tutoring to High School students 
The qed Gni-terii NEEDED! in need of help in reading, writing or math. 


goal is to prevent the Hol- 
brook Building fire from 


This unique one-to-one tutoring is being offered as 
we continue to receive requests for this service. 





deteriorating business in 
the downtown area, Land- 
ers said. 

“We have to make 
sure the fire doesn’t have 
a devastating effect on 
the central district and the 
downtown doesn’t lose 





COMPUTER HELP IS HERE! 


Do you want to learn how to: 
e Use a computer ¢ Email 
e Create a Facebook page, etc.? 


c) “like” us on 


facebook 
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facebook.com/topfloorlearningpalmer 








(7% 


y 


business,’ Landers _ said. 
‘The Holbrook Building is 
in a place where it needs. 
to be a cornerstone of the 
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The Falls of Wallamanumps 


Note: We asked Indian Or- 
chard native and historian Patrick 
Duquette to provide us some his- 
tory of the Falls, which lie below 
Putts Bridge. Dates presented here 
are notated “BP” meaning “Be- 
fore Present” replacing what we 
use to call “BC”, “Before Christ”. 


By Patrick Duquette 

When the last glacier receded 
30,000 years ago, it left an enor- 
mous 200-mile lake in the Con- 
necticut River Valley. Due to a 
natural debris dam in Rocky Hill, 
Connecticut, the lake didn’t drain 
to the ocean, causing it to stay put 
for 4,000 years from 15,500 BP to 
11,500 BP (B.P. Before Present). 

Indian Orchard, Wilbraham 
and Ludlow were under water as 
they were on the eastern edge of 
the lake. When the dam finally 
broke, Lake Hitchcock, as it was 
later named, drained off and ex- 
posed the terrain we have today in 
our area. It should be noted, many 
Native American oral histories tell 
of a large body of water in our re- 
gion which means Lake Hitchcock 
took many years to drain com- 
pletely. 

One of the unique terrain fea- 
tures was a natural bridge of red 
sandstone spanning the Chicopee 
River between what is now Lud- 
low and Indian Orchard. Native 
Americans called the area “Wal- 
lamanumps” which translates as 
“at the red rocks.” The Algonquins 
named the river “Chickuppe” 
which means “violent water” and 
at that time, was an apt descrip- 
tion. Early settlers wrote that local 
tribes crossed the stone bridge by 
deftly leaping from the castellated 
rock atop the sandstone. Flat slabs 
of stone below the dam offered 
natural platforms for catching 
salmon and other fish with spears 
and fish traps. 


Tricky Currents 

Overall, the Chicopee River 
is a relatively shallow waterway. 
When they started building the 
Indian Orchard mill dam in 1845, 
the water level rose and formed a 
large cove just downstream of the 
Indian Leap trestle. This area is 75 
feet deep and has tricky currents. 
I know this from personal expe- 
rience and Wilbraham fisherman 
Harry Setian, who sounded (mea- 

sured) the area many years ago. 
There is evidence, through nu- 
merous artifacts, the Indian Leap 
peninsula was populated by Native 
Americans for a long period be- 
fore settlers arrived in Springfield. 


Holes 
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A view from under Putt’s Bridge shows the concrete dam and the falls. 
Note iron beams above, holding up the span. 
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Now in the 21st century Putts Bridge provides a vital connection between 
towns and villages but the river below flows over a wonderland of glacial 
potholes and amazing rock formations, including caves used by Native 


Americans, thousands of years ago. 


Even older is the archaic tribe that 
occupied Walnut Island in the Chi- 
copee River delta. Archaeologists 
have found village sites and arti- 
facts on Walnut Island that date 
back to 9,500 BP. 

The area below the Falls of 
Wallamanumps is a wonderland of 
glacial potholes and amazing rock 
formations, including a small cave 
near the trail. It should be noted, 
there are many caves along the 
river that were used by the Native 
Americans. Most are now under 
water. Be advised, entry to this 
area 1s Somewhat dangerous as the 
access trail is steep and requires 
care to negotiate. 


Part of Our Legacy 

When the city decided to build 
a concrete dam at Wallamanumps, 
various contractors harvested the 
red sandstone along the banks of 
the river. Knowing this, I assumed 
they demolished the natural dam/ 
bridge of the by-gone era. Happily, 
I was wrong. While researching a 
different project, I stumbled across 
an obscure note in an engineer’s 
journal which noted they built the 
new dam directly in front of the 
historic red sandstone bridge. It 
warms my heart just to know the 
hidden Wallamanumps Bridge is 
still part of our legacy. 
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normal. 

The bridge is a fact of life for 
Wilbraham folks who want to go 
to work in Ludlow or to get on the 
Massachusetts Turnpike. These 
days, I travel over Putt’s Bridge to 
get to the Ludlow Tennis Club or 
to the Ludlow Central Bakery for 
their delicious Portuguese rolls 
and desserts. 


Sources: The Lost New En- 
gland website. Thanks to Wil- 
braham Library Director Karen 
Demers and Assistant Director 


Mary Bell; and to historian Patrick 
Duquette. 

Sources for Falls at Walla- 
manumps: History of Western 
Massachusetts 1855 Josiah Gilbert 
Holland, History of the Highland 
Community 1921 Commissioned 
by the Highland Bank, Ludlow 
History 1844-1911 Alfred Noon, 
Ludlow History Centennial Book 
1875, History of the Connecticut 
Valley 1895, Archaeology and 
History of the Connecticut Val- 
ley Indian 1967 editor William R. 
Young, Online Report: Hampden 


County Bridges, Online Report: 
Lake Hitchcock, The Indian Cross- 
ing in Chicopee Massachusetts 
2011 Brian Jones UMASS 

Editor Emeritus Charlie 
Bennett retired as Times editor in 
2014 and is a member of the His- 
toric Commission and a trustee 
of the Wilbraham Atheneum Soci- 
ety. Readers can contact him with 
comments or ideas for the column 
at cbennett4765 @ charter.net. 
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STAFF WRITER 
POSITION 


Turley Publications is seeking an energetic person to fill the 
position of staff writer for two of its weekly publications: the 
Ware River News, which covers Ware, Hardwick and Warren, and 
the Quaboag Current, which covers the Brookfields, Sturbridge 
and New Braintree.This full-time position 1s based in our Ware 
office at 80 Main St. The successful candidate will have strong 
community journalism skills or the enthusiasm to develop them. 

The staff writer will cover municipal meetings, features 
and general news; essentially everything that unfolds in small 
towns. Assignments will be for both newspapers as well as other 


companywide publications. 


Qualifications should include: 


* Bachelor’s degree or equivalent experience 

* Own camera and photography experience preferred 

¢ Enthusiasm for community journalism 

* Ability to write clean copy in a fast-paced environment 


Please email resume and three writing samples directly to 
Eileen Kennedy Managing Editor at ekennedy@turley.com. 


Turley, 


Publications, lnc 
www.turley.com 
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Turley Publications is seeking an energetic person to fill the position 
of editor for two of its weekly publications, the Journal Register, which 
covers Palmer and surrounding towns, and the Lud/ow Register. This full- 
time position is based in our Palmer office at 24 Water St. 

The successful candidate will have strong community journalism 
skills. They must also be able to manage a staff writer, including copy 
editing and guiding coverage. The editor is also expected to gather news 
and write stories for the two papers as well as for other companywide 
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This is a job for a self-starter who has a vision for growing and 
connecting with our valued readers, and who enjoys community 


Qualifications should include: 
¢ Bachelor’s degree or equivalent experience 
e Willingness to mentor a staff writer and correspondents 
¢ Own camera and photography experience preferred 
¢ Editing experience and ability to write clean copy in a fast-paced, 
deadline-driven environment 
¢ Proficiency in Associated Press style 
¢ Management experience and/or experience managing content 
for a print publication. 
Please email resume and three writing samples directly to 
Eileen Kennedy Managing Editor at ekennedy@turley.com. 


Turley®, 


Publications, Inc. 
www.turley.com 














SOCIAL SECURITY MATTERS 


We took benefits early; can we get more now? 


By Russell Gloor 
Guest columnist 


Dear Rusty: My birth year is 
1947. My wife’s is 1950. We both 
took our Social Security years ago 
at age 62 due to health concerns 
because we questioned if we would 
live to age 78 to equalize the extra 
payout if we would have waited to 
age 66. Taking early at 62 may have 
been a mistake and I am wondering 
if there are any options available 
to maximize my and/or my wife’s 
monthly payment with a restrict- 
ed application or any other avail- 
able options? My gross monthly 1s 
$946.60, and my wife’s is $543.60 
before the deduction for Medicare. 
Together our gross monthly is about 
equal to the per person individ- 
ual average monthly payment of 
$1,479. Signed: Regretful we took 
SS early. 

Dear Regretful: I’m afraid the 
options for either you or your wife 
increasing your benefit at this point 
are extremely limited. You cannot 
file the restricted application you 
mentioned because that can only be 
done by someone applying for the 
first ttme (and who was born before 
1/2/1954), and only by someone 
who has not yet reached age 70. 
Neither can you suspend your bene- 
fits to earn delayed retirement cred- 
its because DRCs are only earned 
up to age 70. Your wife has a very 
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low it around,’ Bacyk concluded. 
“[’'m headed for Daytona and [Il 
see what happens. After that, If I get 
orders for these Cans, fine, but this 
one has already paid for itself and a 
person can make a fair living if he 
sells enough soda and hotdogs at 
weekend events.” 


Wales Elementary School earns 
accreditation from NEASC 


WALES—After an intensive 
two-year self-examination, the 
Wales Elementary School, headed 
by principal Joseph DiFabio, was 
granted accreditation from the New 
England Association of Schools and 
Colleges, Inc. the oldest of six re- 
gional accrediting associations in 
the United States. 

A ceremony honoring schools 
in the region, which recently 
achieved this recognition, was held 
at the 

Copley Plaza Hotel Dec. 9. 
DiFabio and two other faculty 
members, Lisa Skinner and Christa 
Meunier, were on hand to accept the 
award. 

Wales is one of only 72 of the 
state’s 1,225 elementary schools to 
receive this distinction. It is the first 
of of the five schools in the Tanta- 
squa Regional School system to at- 
tain accreditation. 

Unusual to the typical elemen- 
tary school accreditation, the pro- 
cess was the inclusion of over 40 
Wales community in the lengthy 
self-review. The Steering Commit- 
tee, co-chaired by faculty member 
Jane Metcalf and parent Deborah 
Fisher, directed nine subcommittees 
over an 18-month period to examine 
and report on a diversity of school 
issues, ranging from the curriculum 
to health and safety procedures. 

A final report was submitted 
to the New England Association of 
Schools and Colleges, Inc., detail- 
ing the 

school’s strength and weak- 
nesses. Following submission of 
this report, an independent team of 
regional educators spent four days 
on-site at the Wales Elementary 
school to validate the school ‘s find- 
ings. 

Proud to be affiliated with a 
select group of schools in the state 
which have achieved accreditation, 
tjose involved with the process 
at the Wales Elementary School 
continue to set high standards and 
work toward school improvement. 
Subcommittees, which will include 
staff, parents and town residents as 
members are forming to address 
weaknesses uncovered during the 
self-study. The Wales School Coun- 
cil is organizing these subcommit- 
tees as part of its ongoing effort 
to address the needs of the school 
community. 


PEOPLE/MILESTONE NEWS 


As a free service for our readers, we will print all births, 
weddings, engagements, milestone anniversaries, major 
birthdays, military achievements, honors and awards. We 
have a “people news” form available for you to submit these 
listings. This material is provided to us by our readers and lo- 
cal institutions and we do not charge to print this content. 

For more information, or to submit people or milestone 
news for the Wilbraham Hampden Times, please email twit- 


kop@turley.com. 


A TURLEY PUBLICATION 





small window until she reaches 70 
in March during which she could 
suspend her benefits, and by doing 
so immediately she could perhaps 
earn, at most, an additional 1 per- 
cent in DRCs (about $5 more per 
month). That leaves only two other 
things which could increase your 
benefits: 1) Annual Cost of Living 
Adjustments (COLAs) granted each 
year depending upon inflation, and 
2) returning to work and having 
substantial current earnings which 
may replace the earnings in a low- 
er-earning year in your lifetime 
work record (Social Security uses 
the highest earning 35 years over 
your lifetime to compute your ben- 
efit amount). 

If you have some years in that 
35-year history with no or very low 
earnings, working now could re- 
place one or more of those years. I 
have no way of determining wheth- 
er that is a possibility; you would 
need to get your lifetime earnings 
record from Social Security and see 
if that is possible by examining your 
earnings for each year over your 
lifetime. But remember, all early 
years of earnings are adjusted for 
inflation, so for example, $10,000 
earned in 1990 would be equal to 
about $25,000 in today’s dollars, 
and you’d need to earn more than 
the higher amount to have any effect 
on your benefit. 

I wish I had better news for 


“Our work has just begun,” 
DiFabio said. “As a result of the re- 
cent self-study, the school council 
has written an ambitious three-year 
school improvement plan which it is 
working toward implementing. We 
continue to need the help, support 
and hard work of all members of the 
school community if our goals are 
to be achieved.” 

If the most recent efforts of the 
Ware Elementary School are any in- 
dication, members of this small but 
dedicated school community are 
committed to meeting the challenge 
and completing the project. 


50 YEARS AGO 


FROM THE PAGES OF THE 
JOURNAL REGISTER THIS 
WEEK IN 1970... 


Site Committee Offer Firm, Not 
Negotiable 


Some newspaper accounts to 
the contrary, the committee will not 
make a move to negotiate for ac- 
quisition of land in Thorndike to be 
used as a high school site. 

A report recently in an area 
daily indicated the site committee 
was now ready to negotiate for the 
property. 

Negotiations were made 
months ago, and the owners agreed 
to sell for the first sum of $63,000. 
The only provision is that there 
must be clear title to the land. 

Thus, according to Gordon H. 
Christiansen, chairman, the next 
move of the committee will be the 
title search to make certain there 
can never be in the future another 
claimant to the 55 acres. 

Another move is the beginning 
of engineering studies and survey- 
ing in order that the architect, War- 
ren H. Ashely, may soon begin pre- 
liminary drawings for a new facility 
at the site. 

Mr. Christiansen further stated 
that the committee wouldn’t pre- 
sume to tell school officials what 
they must do with existing facilities 
once the new school is built and in 
use. Nor will the committee chair- 
man settle for reports that “the town 
can make good use of it (the land 
site) at any time, even if not for the 
school.” The land, as stated in the 
vote will be purchased for school 
use. 

Projected enrollments, as 
pointed out many times in the press 
and on Saturday, indicate that kin- 
dergarten will being in 1973, as 
which time there will be a total of 
2,800 students in the system. 


Monson Girl Engaged 


Mr. and Mrs. Irving T. Ar- 
nold, Sr., of 25 Main St., Monson, 
announce the en- 
gagement of their 
daughter, Diane 
Ruth Arnold to 
Clifford J.  Far- 
quahar, son of Mr. 
and Mrs. Douglas 
Farquahar of Lake 


Paradise Road, 
Monson. 
Miss Arnold is 


a graduate of Mon- 
son Jr. — Sr. High 





www.turley.com 


School and is pres- 


you, but the unfortunate reality is 
that once someone claims their So- 
cial Security benefits, the amount is 
quite fixed. Although it’s possible to 
withdraw an application within 12 
months of initial filing, and it’s also 
possible to suspend benefits once 
FRA is reached, neither of those 
is available to you. And your wife 
only has a very short window to sus- 
pend her benefits, which will reach 
maximum when she reaches 70 in 
March. So, except for the COLA 
Increases and returning to work 
options I’ve discussed above, I’m 
afraid you have no other opportuni- 
ty to increase your Social Security 
benefit amounts. 

This article is intended for in- 
formation purposes only and does 
not represent legal or financial guid- 
ance. It presents the opinions and 
interpretations of the AMAC Foun- 
dation’s staff, trained and accredit- 
ed by the National Social Security 
Association. NSSA and the AMAC 
Foundation and its staff are not af- 
filiated with or endorsed by the 
Social Security Administration or 
any other governmental entity. To 
submit a question, visit our website 
(amacfoundation.org/programs/so- 
cial-security-advisory) or email us 
at ssadvisor @ amacfoundation.org. 

Russell Gloor is a Social Secu- 
rity advisor for AMAC. 


ently at the University of Mass. 

Her fiancée is a graduate of 
Monson Jr. — Sr. High School and 
is employed with Ace Moulding Co. 
of Monson, Mass. 


100 YEARS AGO 


FROM THE PAGES OF THE 
JOURNAL REGISTER THIS 
WEEK IN 1920... 


Gov. Coolidge State Position 
— Will Not Enter Scramble for Pres- 
idential Delegates - FIRST DUTY 
IS TO MASSACHUSETTS - “Am 
Not a Candidate For President” - 
Does Not Say Would Not Accept 
Nomination 

Gay. Calvin Coolidge has at 
last made public his views regard- 
ing a possible nomination for the 
presidency and has in no degree 
lessened the great respect in which 
he is held by the position which he 
takes. Frankly stating that he is ful- 
ly sensible of the honor which the 
proposition brings to him he still 
holds his first duty to Massachusetts 
and the office of her chief executive, 
and proposes to do nothing which 
shall interfere in any way with his 
work in that capacity. Accordingly, 
he refuses to enter into a contest 
for delegates to the convention, and 
states plainly that “I have not been 
and I am not a candidate for pres- 
ident.” 

This means that he is not seek- 
ing the nomination. It falls far short 
of saying that he will not accept it 
if it is given to him. It is a dignified 
position, and in keeping with the 
strength which Gov. Coolidge has 
shown in the past, a strength which 
has been growing of late and which 
is Sure to win him more rather than 
less, following as the days go by. 
His name is certain to go before the 
convention and it is more than like- 
ly that Massachusetts will send her 
delegates unpledged because of his 
expression, but that will not prevent 
them from backing the State’s can- 
didate for the nomination. 


PALMER NEWS. 

A New Book on the Bay Path 

There has recently been issued 
a new book concerning the famous 
Bay Path, which is so well known 
in connection with the history of 
these parts. It 1s called “The Bay 
Path and Along the Way.” and is 
written by Levi Badger Chase of 
Sturbridge. Mr. Chase is a careful 
historian and has put a great deal 
of time hunting over old deeds and 
land grants in order to find the ex- 
act location of this famous old path 
between Massachusetts Bay and the 
Connecticut River. It shows. that, 
contrary to the general impression, 
the Path ran south of the Quaboag 
river through Palmer, cutting across 
land used formerly of the State Pri- 
mary School, now the Monson State 
Hospital; from there it continued 
over the hills close to Silver Street 
in Monson, coming to the Chicopee 
river at the mouth of Twelve-mile 
brook near North Wilbraham. Maps 
and photographs make the volume 
an extremely interesting one to the 
student of local history who wish- 
es to know the truth about the old 
Bay Path. Copies may he obtained 
of Mr. Chase. 


St. John the Baptist 
School to host open 
house 


LUDLOW - St. John the Baptist School, 217 Hub- 
bard St., Ludlow, will hold an open house for prospec- 
tive parents on Wednesday, Feb. 12, from 6 to 7 p.m. 
Principal Shelly Rose, along with classroom and spe- 
cialty teachers in art, music, computer, and physical 
education, will be available to answer questions and a 
team of current parents will provide tours of the school. 
There are limited openings available from nursery 
school through eighth grade. 

St. John the Baptist School is a Catholic elementa- 
ry school serving students from nursery school to eighth 
grade from over 10 area communities since 1925. 


St. Aloysius 


Catholic School 
offers scholarships 


GILBERTVILLE -— A benefactor of St. Aloysius 
Catholic School has pledged $35,000 in matching funds 
towards the school’s 2020/2021 scholarship drive, $5,000 
more the amount offered last year. ““This benefactor visited 
the school recently and is so happy that we are here, pro- 
viding a local option for a Catholic education. He hopes 
that even more families will be able to enroll their chil- 
dren; reducing tuition is a big motivator for parents.” said 
Roberta McQuaid, the school’s director. “There is much 
excitement over the recent addition of another classroom 
for our youngest students. We now have distinct preschool 
and pre-kindergarten classrooms, which offer develop- 
mentally appropriate learning experiences for our 3 and 
4-year-olds. We are also providing experiential learning 
experiences for our oldest students. Each week they spend 
an afternoon in Ware at Workshop13, where they are thor- 
oughly engaged in various art classes.” 

Last year the school raised slightly more than its goal 
of $30,000. With matching funds, a total of $60,435 was 
divided equitably to reduce tuitions by $1,000 for each 
full-price student. 

“Our goal would be to maintain, if not increase this 
discount. Currently, with the scholarship, it costs $2,800 
a year for a family’s first student in grades K-8, with a 
discount for siblings and a premium for the five-day pre- 
school program. This equates to as low as $20 per day” 
said McQuaid. 

Father Richard A. Lembo, pastor, is grateful to every- 
one who supported last year’s scholarship drive and hopes 
even more people will contribute this time around. “The 
future you are providing for these students through their 
education includes a foundation for their Catholic Faith 
life. We know that faith in God helps support and sustain 
students through their entire life.” 

St. Aloysius Catholic School’s unique mission in- 
cludes operating in a family-centered environment that 
provides faith formation, innovative academics, and a 
commitment to the local community. The school serves 
students in preschool through grade 8. 

For more information about St. Aloysius Catholic 
School or to make a tax-deductible donation that will be 
matched dollar for dollar to the Scholarship Fund, please 
visit www.staloysiuscatholicschool.com. Donations can 
also be mailed to St. Aloysius Catholic School, P.O. Box 
522, Gilbertville, MA 01031, noting “Scholarship Fund” 
on the memo line. Donations to the Scholarship Fund re- 
ceived prior to March 15 will help reduce tuition rates for 
the upcoming school year. 

For more information email McQuaid at rmcquaid@ 
staloysiuscatholicschool.com or call the school at 413- 
477-1268. 


Master gardener 
to speak Feb. 21 


WILBRAHAM - The Springfield Garden Club will 
host “Not Your Grandmother’s Hostas” presented by Ste- 
phen Shaw, from the Massachusetts Master Gardeners As- 
sociation Speaker’s Bureau Friday, Feb. 21 at 11:30 a.m. 

Hostas are a top selling perennial in the United States. 
Those growing “The Green One” and “The Green and 
White One” are missing out on the variety of colors, sizes, 
and shapes of today’s hostas. This talk will help gardeners 
identify new plants, suggest the best places to buy them, 
and how to make them look their best. 

Shaw retired after 36 years as a teacher and principal. 
He joined the Massachusetts Master Gardeners in 2012, 
becoming a lifetime master gardener and coordinating the 
master Gardener Training Program. 

The meeting will be held at Wilbraham United 
Church, 500 Main St., Wilbraham. A light luncheon and 
beverages will be served beginning at 11:30 a.m. Guest fee 
is $5. 

For more information on this and other Springfield 
Garden Club events, visit www.gcfm.org/springfield- 
gardenclub or find them on Facebook at facebook.com/ 
SpringfieldMAGardenClub. 


page at your incredible destinations. 
We look forward to seeing where you go! 
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Oak tree health workshop and listening session in 
Belchertown on Feb. 4 


BELCHERTOWN - 
Those with dead or weakened 
oak trees on their property 
might want to come to a free 
Oak Health Workshop being 
held in Belchertown on Tues- 
day, Feb. 4. 

The Department of Con- 
servation & Recreation, the 
Forest Stewards Guild and the 
Massachusetts Tree Farm pro- 
gram are holding an Oak Health 


workshop and Landowner Lis- 
tening session at the Belcher- 
town Town Hall Auditorium on 
Jabish Street on Tuesday, Feb. 
4, from 6:30 to 8 p.m. 

Oaks are among the most 
important forest species in 
Massachusetts, both for their 
timber value and for their im- 
portance for wildlife habitat. 
Oaks, however, have been de- 
clining in much of the Unit- 


ed States due to the effects of 
insects, disease, and deer. In 
southern New England, the 
repeated gypsy moth defolia- 
tions of recent years have re- 
sulted in extensive oak decline 
and death, with nearly 100,000 
acres of oak stands killed as a 
result. 

At the workshop, speakers 
from DCR’s Forest Health pro- 
gram and the Forest Stewards 


Guild will discuss the impor- 
tance of oaks in our landscape, 
the effects of the gypsy moth 
defoliation and the process for 
dealing with declining or dead 
oaks. 

Introductions will begin at 
6:30 p.m., and at 6:50 p.m., the 
speakers will cover why oaks 
are important, oak health issues 
and resources for oak steward- 
ship, followed by an opportuni- 


ty to ask questions. 

The workshop is_ free 
and light refreshments will be 
available. In case of snow, the 
program will be held on Tues- 
day, Feb. 11 at the same time 
and location. 

For more information, call 
Doug Hutcheson at 413-545- 
7020. 





Come sing with 
the Quaboag 
Choral Society 


WEST BROOKFIELD — Director/Conductor Eric 
von Bleicken, of the Quaboag Choral Society, is invit- 
ing people to come sing with the group. He is welcom- 
ing new chorus members and would like to extend an 
invitation to any individuals who enjoy participating in 
a choral group setting to share in making music with us. 
Just a teaser: this season will highlight musical theater 
favorites. 

Rehearsals began on Sunday, Feb. 2, from 5 to 7 
p.m., and will continue weekly at the West Brookfield 
First Congregational Church for its Spring Concert Se- 
ries. 

QCS is a well-established community choral group 
and has been offering quality creative concerts for more 
than 10 years. Its concerts are unique as it combines a 
scripted educational component threading the musical 
choices together while painting an emotional picture 
that sets the scene for each musical choice. 

Anyone interested may email evdadders @ charter. 
net or can message the on our Quaboag Choral Society 
Facebook page. 

QCS is a nonprofit and its programs are spon- 
sored in part by grants from the Massachusetts Cultural 
Council and generous donors. 





Share the love 
of art on Feb. 15 


WARE — Come feel the love at ArtWorks 
in February, when several of the area’s favorite 
local artists share the love stories that inspired 
some of their works. Enjoy a rare glimpse be- 
hind the canvas, and find out how these artists 
turned their love stories into remarkable works 
of art. 

Bring your sweetheart and join us for a 
special Valentine-themed artists’ reception on 
Saturday, Feb. 15, from 5 to 7 p.m. Light re- 
freshments will be served. 

The artists’ work will be on display as 
well as their stories from Jan. 31 through Feb. 
27 at ArtWorks Gallery, 69 Main St. in Ware. 
ArtWorks is open on Fridays from 3 to 7 p.m., 
Saturdays from 11 a.m. to 7 p.m., and Sundays 
from noon to 4 p.m.. To learn more about Art- 
Works, go online to workshop13.org/gallery, 
call 413-277-6069 or email artworks @work- 
shop13.org. 








Turley Publications staff photo by Jonah Snowden 





Quabbin Visitor 
Center Winter 
programs 


BELCHERTOWN — The Quabbin Visitor Center 
will explore the many dimensions of Quabbin Reser- 
voir and will have programs on related topics includ- 
ing: “Regional Consequences of Global Warming” on 
Feb. 9, “Discovering the Other Lost Valley” on Feb. 
16, “Quabbin Enters the Digital Age” on Feb. 23, “Voy- 
agers, Visitors and Home” on March 1, “The National 
Ecological Observatory Network: Open Data to Under- 
stand How Our Aquatic and Terrestrial Ecosystems Are 
Changing” on March 8, “Fabric, Factories and Fashion: 
A History of Textiles in the Quabbin Valley” on March 
15, “Ticks and Tick-Born Diseases in MA and Across 
the U.S.” on March 22, and “Walk the Milky Way” on 
March 29 (7:30 p.m. with Reservations required). Un- 
less otherwise noted, the programs begin at 2 p.m. 

The Quabbin Visitor Center is located in the DCR 
Quabbin Administration Building at the west end of 
Winsor Dam in Belchertown. Access to the Center is 
through the Main (West) Quabbin Park entrance on 
Route 9, three miles east of the Route 9/Route 202 in- 
tersection. Seating and attendance are limited and on 
a first come, first serve basis. For further information 
regarding the program, please contact the Center at 413- 
323-7221. 


The Library Loft 


Schoolhouse Commons Historical Center * 1085 Park Street, Palmer 


We are celebrating our 


20th year at the Schoolhouse Commons. 
Thanks to our wonderful “friends, volunteers and patrons. 


Hours: 


Tues. 10am -4pm * Wed. 10am - 4pm: Thurs. 10am - 4pm 


Fri. 1Oam-4pm * Sat. 10am - 4pm 


HOPE TO SEE YOU THERE 


Book donations will be accepted at the Falmer Public 
Library or the Library Lott during open hours. 
Please, no magazines or Reader's Digest Condensed Books. 
We accept books only in good, clean condition. 


For more information call 283-3330 ext. 100 


( 
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Proceeds To Benefit the Palmer Public Library 
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When you travel this summer take us along for 
the trio and be sure to take a photo with the front 
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2nd annual Fashion Show on Feb. 7, at 
7 p.m. “It’s just an introduction to the 
people in the area and were hoping 
that it will bring in more girls to look 
at the shop, and their families to they 
can spread the word,” said Tulik. Any 
female would like to model are wel- 
come to visit the boutique on Sunday, 
Feb. 2 from 2 p.m. to 4 p.m., Wednes- 
day, Feb. 5, 5 to 7 p.m., and Thursday, 
Feb. 5, and 5 to 7 p.m. 

Realizing how far they have 
come, and thinking about how many 
families have been helped, both Tulik 
and Annecchiarico said they are hap- 
py with what they accomplished and 
that it’s a dream come true. “There’s 
pretty much nothing I don’t love about 
the shop. It’s magical,” said Tulik. “IT 
love seeing how happy these young 
girls are leaving with the dress that 
they thought they would never be able 
to afford or even to attend prom with, 
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The Journal Register 


we made that a reality.” 

Annecchiarico said that for her, 
the best part is witnessing a girl get 
a new dress with a grin on her face 
knowing that she is getting exactly 
what she wants and will walk around 
in it not wanting to take if off nght 
away. Another piece is when the par- 
ents come in the shop and realize that 
their daughter is getting a prom dress, 
whereas if they were going to a bou- 
tique, they would be looking at $200, 
or even up to $400 for a dress. “Par- 
ents are so appreciative us, and look 
at us kind of awestruck,” said Annec- 
chiarico. 

The new location of the bou- 
tique is 4 Springfield St. Bldg 2, on 
the second floor, in Three Rivers. For 
more information, store hours, or to 
learn how to donate a dress, call Tu- 
lik at 413-530-5966, Annecchiarico at 
413-364-7240, or visit their Facebook 
page, https://bit.ly/3aMaw/7P. 
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CLUES ACROSS 

1. Fall down 

5. American TV company 
(abbr.) 

8. Exclamation that 
denotes disgust 

11. Gallantry 

13. Chinese word 
signifying “doctrine” 

14. Prefix meaning 
“beside” 

15. Act of imitating 

16. Tall, rounded vase 

17. Sixth month of Jewish 
civil calendar 

18. Rural Iranian village 

20. Time zone 

21. Military weapon 
(abbr.) 

22. Gets rid of 

25. Aggressive 

30. Addressed one’s 
appearance 

31. Affirmative 

32. Denoting Indo- 
European 


a 
nal 


4) ~ 


Oo & 
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languages CLUES DOWN 27. Type of light bulb 
33. French noble family 1. Surgical procedure of the 28. Wreath 
38. Shock therapy heart (abbr.) 
41, Having characteristics 2. Northern Scandinavia 
of both sexes indigenous person 
43. Large suitcase 3. Evergreen trees and 
45, One who identifies shrubs 
God with the universe 4. Meat from a domestic 
48, Swiss river hog 39, People treated as a 
49, Frequently 5. state of insensibility group 
50. Wipe out 6. Herb 40, Small European plant 
55. Invests in little 7. Annuity 41, First responder group 
enterprises 8. San Diego-based 42. A person's head 
96. Waste ballplayer 44 Giggle 
57. Resembles a large 9. Members of aSemitic 45. Bura-__: Chadic 
shrimp people language 
59. Derogatory name for 10.Any physicaldamage 46. Snout moth genus 
rural resident 12. Woolen rug 47, Body part 
60. Menswear accessory 14. Alsos Mission leader 
61. Tropical American tree 19. Aromatic plant used as 
62. Pitching statistic culinary herb 
63. Camera type 23, Where you sleep 52. American software 
64. Cardinal number that 24. Ruled Russia developer 
is the sum of five 20. Indicates density of data 53. Ancient Greek city 
and one (abbr.) 54. Female sheep 
26. Sea eagle 58. “The Science Guy” 


34. What thespians do 

35. “Orange is the New 
Black” character 

36. Comedienne Gasteyer 


champ 





29, Graduate with a degree 


37. Romanian monetary unit 


48, Inspirational Wimbledon 


51. Revolutions per minute 
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Wyckoff Country Club in Holyoke has new owners. 


Th 
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Wyckoff’s new owners expand offerings 


By Shelby Macri 
smacri@ turley.com 


New owners at the Wyckoff 
Country Club have increased the 
capacity of the club’s restaurant 
and dining area. They have also 
built a patio outside of the restau- 
rant that holds 28 tables for at least 
100 seats. 

“The downstairs capacity for 
event space has also increased, 
the fireplace room has at least an- 
other 100 guests for its capacity,’ 
said Kyle Kirkland, a member of 
the Wyckoff crew that does a lit- 
tle bit of everything for the club. 
Kirkland explained that the down- 
stairs formerly accommodated 
only 100 total diners between the 
two rooms. 

Each of the two rooms down- 
stairs now has a capacity of 100, 
and can be used for public and 
private events. Wyckoff even has 
its own event coordinators to help 


those who want to host a party 
there. 

“Our goal is to expand to dif- 
ferent areas, more weddings and 
parties,’ said Beth VanZandt, the 
office manager. 

“More public events, as well, 
to kind of include the city, more 
things that will create a bigger 
draw not only for the members, 
but for everyone,’ added Kirkland. 

Last year, in June, the club 
held its grand opening for the 
patio, and 400-500 people flood- 
ed the grounds to see the view of 
the golf course, and a few other 
things. The grand opening includ- 
ed a band playing and a fireworks 
show. Kirkland said he wants to 
build on that energy. 

“We do hope to outreach — 
especially with what we do here 
for events — I know that the St. 
Patrick’s Day Committee is look- 
ing for event space for next year, 
and they’re looking into poten- 


tially have events here,” Kirkland 
said. 

He further explained that the 
club is trying to make connections 
with different companies and busi- 
nesses to act as vendors for events. 

“We have some connections 
with local beauty salons, for when 
we do events for beauty supplies. 
So for hair, makeup and _ nails, 
that sort of thing,’ Kirkland said. 
“Getting different photographers 
from the area, getting breweries, 
even, we’re just trying to bring 
in a collective group of differ- 
ent people from the community. 
Whether that’s Holyoke itself or 
the surrounding towns and com- 
munities.” 

Future plans for the Wyck- 
off Country Club include events 
such as a Valentine’s Day dinner 
on Feb. 14, Easter dinner, Moth- 
er’s Day brunch, different events 
for St. Patrick’s Day, and possi- 
bly getting the Mummers Band at 


the club for a show a week before 
the St. Patrick’s Day festivities. 
Details of upcoming events will 
be posted on the club’s Facebook 
page and website. 

Though the restaurant is open 
to the public, Wyckoff will keep 
part of its clubhouse for members. 

“We’re trying to get that [the 
restaurant] up and going, and 
where it should be,” Kirkland said. 
“Tt should be up to an everyday ba- 
sis, once we get to the golf season. 
The direction that we’re going is 
to have a space for our members, 
but also to include the surrounding 
community.” 

Over the winter, the restau- 
rant has been open on Wednesday 
nights, 4:30-8 p.m., with a “Burg- 
er Night” menu, as well as serving 
breakfast on Saturday (8-11 a.m.) 
and Sunday (8 a.m. to noon). Kirk- 
land said the restaurant is looking 
into other themed menus and spe- 
cial nights, such as pitch, trivia or 





course. 


steak night. The restaurant hosts 
live bands on Friday nights. 

Wyckoff is also looking to add 
outside catering to its offerings. 

“We’re looking into what it 
means to do different events and 
locations off-site, and to have a ca- 
tering business with our menu and 
maybe specific requests,’ Kirk- 
land said. “It’s not finalized but we 
are looking into it, cause it’d be a 
positive thing to set us apart from 
all the other places.” 

So far, the response to the 
changes has been positive, Kirk- 
land said. 


The new front patio area at the Wyckoff Country Club, overlooking the golf 





“I know that what people have 
seen with the new patio and the 
fireplace room, they’re really ex- 
cited about what we do for event 
spaces.” Kirkland said. ““That kind 
of got the word out about what 
we do, and we’ve seen a great in- 
crease in events booked last year. 
And we’re only at the first month 
of the year, which is good.” 

Wyckoff Country Club is at 
233 Easthampton Road, Holyoke. 
For more information, call 413- 
536-5364 or visit wyckoffcountry- 
club.com. 





Bus trip to see “9 to 5” 


SPRINGFIELD — The Catholic Woman’s Club 
of the Diocese of Springfield invites the public to 


join them for a bus trip to see “9 to 5” the musical by 
Dolly Parton at the Westchester Broadway Theatre 
in Elmsford, N.Y. on Wednesday, Sept, 9. The bus 
leaves the Big Y parking lot in Ludlow at 7:30 a.m. 
and returns about 7:30 p.m. There will be a choice 
of lunch entrees. Tickets are $100 each and seating 
assignments are made as checks are receive. Dead- 
line for payment is June 20. Call Ruth at 413-531- 


3506 for more information. 


THE CENTERED PLACE 


CELEBRATING OUR 30TH YEAR 
YOGA & MEDITATION CLASSES 


St., Holyoke. 


Holyoke to host dog show 
next month 


HOLYOKE -— The Holyoke Parks and Recre- 
ation Department will sponsor a Dog Show and Pet 
Vendor Fair from | to 3 p.m. Saturday, Feb. 22, in 
the Holyoke High School gymnasium at 500 Beech 


Admission for spectators is free. Owners may 
enter their dogs in up to two categories of competi- 
tion for $5 per entry. 


Categories include celebrity look-alike, dog 
and owner look-alike, best smile, best dog trick, 


VOTED BEST YOGA 2019 
STURBRIDGE TIMES READERS 


Free Newcomers Yoga Intro: Saturday Feb 15, 2 to 4 pm 
By attending, 10% off your ist dass card purchase. 


"IT am convinced that yoga 
at The Centered Place 
saved me from a life of 
back pain.” 

~ John D., Ware 


“It helped me look at the 
practice of meditation 
differently. I now realize I 
can do it. I sleep better 
and am more present in 
my life.” ~ Carla W., Ware 


BUY DIRECT 
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BUTT OR SHANK canon oO 
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ITALIAN SAUSAGE 


ALL VARIETIES ray pax. 22 


Meditation 101: 
Sunday Feb 16, 


RBS mn WP 


Join ongoing All Levels yoga classes anytime. 


286 BRIDGE ST. WARREN MA 
413 436-7374 





USDA INSP. 
FRESH BONELESS 


BEEF STRIPLOIN 


CUT WHOLE 
FREE 3427 OR HALF 


USDA INSP. 
FRESH BONELESS 


BEEF SHOULDER 
STEAKS or 
LONDON BROIL 


$999 


uiet Your Mind to Find Your Self 
& Mar 1: 2:00 to 4:00 pm $85 


Develop a successful meditation practice in 3 weeks. 


best dressed, fastest 
tail wagger,  fluffi- 
est, pooch that can 
smooch, most obedi- 
ent, best groomed, and 
best in show. Prizes 
and ribbons will be 
awarded to the win- 
ners, and goodie bags 
will be given to all ca- 
nine participants. 

To register for the 
competition, contact 
the Parks and Recre- 
ation Department at 
413-322-5620, or visit 
the office on the lower 
level of City Hall, 536 
Dwight St., Holyoke. 


WWW.THECENTEREDPLACE.COM 


AND SAVE 


USDA INSP. FROZEN 


WHOLE 


USDA INSP. FRESH 


BONELESS & SKINLESS 
CHICKEN BREAST io.s esc? B82 


USDA INSP. FROZEN 


CHICKEN LEG $4999 


1/4S 40 LB BOX sssssssrarssssreres 


USDA INSP. FRESH 


USDA INSP. 
FRESH BONE-IN 


BEEF STRIP LOIN 
STEAKS 


$393 


USDA INSP. 
GROUND FRESH DAILY 


80% LEAN 
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USDA INSP ¢ KAYEM BUDDA BALL WHOLE SMOKED 
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USDA INSP ¢ STORE MADE e 
MARINATED CHINESE RED RIB BONELESS 


PORK BUTT STRIPS .eessssssi 


USDA INSP ¢ STORE MADE e ITALIAN MARINATED 


BONELESS CHICKEN BREAST 


Ei 90meat.com 
SALE DATES: 1/23/20 - 1/29/20 


$90 
= 


We reserve the right to limit quantities. 


Hours: Mon. - Wed. 8-4 
Thurs. 8-6 ¢ Fri. 8-6 ¢ Sat. 8-3 


GREAT 
FOR CHILI $s? _ 


CHICKEN THIGH 
BONE-IN 101556 mmm 


USDA INSP. HILLSHIRE FARMS 


SMO 
KIELBASA 13 08 1402 unum” Ace 


USDA INSP. IQF FROZEN 


COOKED SHRIMP PEELED . 
31/40 COUNT 2 Le sessed Dl 


99 
ea 


90 Meat Outlet 


eng) TTL 
85 


BUY DIRECT FOR 
90 AVOCADO STREET, SPRINGFIELD 413-737-1288 
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STUDENTS | from page 1 


addiction. 

Jenkins said research suggests 
marijuana is addictive for between 
9 and 30 percent of those who use 
it. The survey showed 90 percent 
of eighth-graders, 78 of 10"~grad- 
ers and 62 percent of 12th-graders 
reported not using marijuana. She 
also said the survey showed that 
for those who did use marijuana, 
15 percent reported they felt tired, 
groggy and unmotivated, 12 per- 
cent reported they had difficulty re- 
membering and 11 percent reported 
coughing and breathing problems. 

Another concern around mari- 
juana 1s students using and then driv- 
ing, with 21 percent of 12th-graders 
reporting they drove under the in- 
fluence of marijuana in the 30 days 
before taking the survey. 

The Alliance is also expending 
additional grant funds in an educ- 
tion effort about using substances 
and driving, and the danger it poses 
to students and the communities. 

Also, the survey showed that 80 
percent of eighth-graders, 72 per- 
cent of 10th-graders and 54 percent 
of 12th-graders said they had not 
vaped in the 30 days prior to the sur- 
vey. Vaping is the use of electronic 
cigarettes which uses a juice that 1s 
heated up and then inhaled. Jenkins 
said virtually all vape juice contains 
nicotine, and it is not regulated by 
the Food and Drug Administration. 

“The good news is that vaping 
is not done by the majority of stu- 
dents,” said Jenkins. 

Bullying, depression 

Perhaps the most concerning 


ja 
an 
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Those attending the Quaboag Hills Substance Use Alliance meeting Mon- 
day at Baystate Mary Lane heard the results of the 2019 Prevention Needs 
Assessment Survey of eighth, 10" and 12" graders use of susbtances, and 
their perceptions of use by their fellow students. 


results of the survey was about the 
frequency of depression, suicidal 
thoughts and self harm. 

“These are tough numbers to 
look at,’ said Jenkins. 

In the past year 46.7 percent 
of students in eighth grade report- 
ed they have felt depressed or sad 
most days, with 40.4 percent of 
10th-graders and 46.1 percent of 
12th-graders feeling the same. The 
number for considering suicide in 
the past year showed 18.9 percent 
of eighth-graders had as had 15.3 of 
10th-graders and 20.2 of 12th-grad- 
ers. 

Students who reported self- 
harm, such as cutting themselves, 
showed 21.6 of eighth-graders do- 
ing so as well as 15.2 of 10th-grad- 
ers and 16.8 of 12th-graders. 


Also, 45.6 percent = of 
eighth-graders reported feeling they 
are no good at all sometimes, along 
with 41.9 percent of 10th-graders 
and 44.9 percent of 12th-graders. 

When asked if they had been 
bullied within the last 12 months, 
28.3 said they had been, and when 
bullying did happen it most fre- 
quently happened online, at 12.4 
percent, or in the school hallways, 
at 11.1 percent. 

Gramarossa and Jenkins said 
there would be future discussions 
around those results. 

The Alliance plans to post the 
survey results online at www.ghsua. 
org. Those with questions can con- 
tact Jenkins at njenkins@townof- 
ware.com or 413-544-4386. 


Insurance for your every need. 


HUB International is the largest insurance broker in Massachusetts 


and we're right here in your local communities. 


We will work together with Safety Insurance to build your custom 


insurance solution. 


Looking out for you. Looking ahead for you. 


77 Safety Insurance 


AUTO « HOME « BUSINESS 


O HUB 


17 Palmer Road 
Monson, MA 01057 


South Hadley - Ludlow 
East Longmeadow 


413.733.3131 


hubne.com 


Auto and Home Insurance - Business Insurance and More 
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MIAA 


Statewide 
tournament 
proposal 
coming 
down to 
final vote 


Editor’s note: This is the first 
of a four-part series to break down 
the statewide tournament proposal, 
what it is, it’s effect on the Western 
Mass. region, the challenges, and 
how your athletic directors and 
coaches feel about it. 


By Tim Peterson 
Sports Correspondent 


FRANKLIN — A major pro- 
posal is coming to a final vote, 
which could change the way Mas- 
sachusetts high school sports com- 
petes in postseason. 

Depending on the outcome of a 
vote scheduled to be held at a special 
assembly meeting on Feb. 28, there 
could be major changes made to the 
tournament format. If the proposal 
is passed, all four sectional (North, 
South, Central, West) tournaments 
would be eliminated and replaced 
by a statewide tournament. 

New divisional alignments for 
all sports are part of the proposal. 

A majority vote by the 380 
member schools will be needed in 
order for the proposal to pass. 

The members of the MIAA’s 
Tournament Management Commit- 
tee held a press conference at the 
MIAA office in Franklin on Jan. 9 
to discuss the new proposal, which 
they’ve been working on since 2016. 

“Tm all about history. I love 
traditions,” said Westborough High 
School athletic director Johanna 
DiCarlo, a member of the TMC. “I 
also think it’s time to move this a lit- 
tle bit forward. We can create some- 
thing here, an incredible opportuni- 
ty for the association to change the 
way we’re doing business and create 
something special for our kids and 
our communities.” 

The other members of the 
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Gerry, 
Duggan 
lead 
Mustangs 
to win 


By Tim Peterson 
Sports Correspondent 


MONSON—Matt Niemczu- 
ra and Ryan McCarthy guided 
the Palmer boys basketball team 
to the 2017 Division 3 state finals. 

Sophomore Colby Duggan 
and senior Logan Gerry are hop- 
ing to lead the Monson Mustangs, 
a Division 4 team, on a similar 
postseason journey in March. 

In the Mustangs only meet- 
ing of the regular season against 
the Palmer Panthers, the duo of 
Gerry and Duggan combined 
to score 62 points. It helped the 
Mustangs celebrate an 84-62 vic- 
tory in a Bi-County cross-over 
game played before a large crowd 
at Michael J. Kane Gymnasium 
on Martin Luther King. Jr. Day. 

“This is a very big win for us 
against one of our biggest rivals,” 
said Duggan, who posted a dou- 
ble-double with a career-high 35 
points and 11 rebounds. “Logan 
and I were feeding off each other 
the whole game. We also built an 
early lead and never gave it up.” 

Gerry finished the game with 
27 points. He was also credit- 
ed with five assists and five re- 
bounds. 

“Logan is our point guard 
and he always passes me the ball 
as much as he can,” Duggan said. 
“It’s a lot of fun playing on the 
same basketball team with him.” 

It was also Gerry’s final high 
school basketball game against 
the Panthers. 

“It just feels great to beat 
Palmer in my final game against 
them, especially in front of our 
home fans,” Gerry said. “I do re- 
member losing to Palmer when 
I was a freshman. That was the 


MUSTANGS I page 2 


January 30, 2020 


» @turleysports 


SPORTS 


I THE JOURNAL REGISTER 


SEND US YOUR SPORTS SUBMISSIONS 


Tyler Placanico fights to gain con- 
trol of the rebound. 


wasn 


Francis Venne 
watches his shot 
get ready to drop in 
for two. 





Photos by Jack Cascio NEAP. smugmug. com 





Danny Feister checks out the defense 


as he dribbles towards the rim. 
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Jillian Lombardi 
reaches up for 
a short-range 
shot. 


Photos by David Henry www.sweetdogphotos.com 


Panthers cap successful 
month with win over Lions 


By Tim Peterson 
Sports Correspondent 


LUDLOW — The Palmer 
Lady Panthers have been very suc- 
cessful playing basketball games 
on Friday nights this season, espe- 
cially during the month of January. 

The Lady Panthers improved 
their Friday night record to a 
perfect 3-0 with a 40-36 victory 
against Central Division rival Lud- 
low at Mullins Gymnasium, last 
Friday. 

“We have a couple of players 
recovering from the flu and from 
injuries, so it feels very nice to 
win another road game on a Friday 
night,” said Palmer co-head coach 
Denise Levasseur. “It was a total 
team effort tonight.” 


Palmer’s other two Friday 
night victories so far this season 
came at home against archrival 
Ware (43-39) on Jan. 3 and at Sa- 
bis (62-51) on Jan. 17. 

The Lady Panthers will be 
looking to keep their Friday night 
winning streak alive this week 
when they make the short trip to 
Monson High School. The Lady 
Mustangs are currently in first 
place in the Central Division 
standings, so it won’t be a very 
easy task for the Lady Panthers. 

The four-point road win ver- 
sus Ludlow evened Palmer’s over- 
all season record at 5-5 and they 
had a 2-2 league mark. 

“We’ve been improving in ev- 
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BASKETBALL 


Pioneers 


take on 
PVCA 


PALMER -— Last Friday night, 
the Pathfinder High School boys 
basketball team took to the court to 
face Pioneer Valley Christian Acad- 
emy. Pathfinder is out to a 3-5 start 
this season and is hoping to make it 
back into the playoff hunt. 


Photos by David Henry 
www.sweetdogphotos.com 


Sam St. 
Laurent 
reaches out 
for a shot. 


Nick 
Beaulieu 
fights to 
make a 


layup. 


Alex 
Bealenon 
fades back 
and takes a 





Colin 
Dochton 
tries to 
get the 


rebound. 
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A Red Sox entertainer on stilts performs with 
his ukulele for spectators. The stilt performers 
are normally milling around Fenway Park on 
game days. 





Show. 


Among the many activities for children at the 
event was consoles set up to play MLB ’20, the 





gloves are real baseball gloves painted gold. 


Photos by Gregory A. Scibelli 
Gold Gloves won by current and former Red Sox players are displayed. The 


BASEBALL 


an opportunity 


Red Sox Winter 
Weekend comes 
to Western Mass. 


SPRINGFIELD — Two weeks ago, the pre- 
cursor to Spring Training came to the area as 
Springfield’s MGM hosted Boston Red Sox Win- 
ter Weekend. Fans who attended the weekend had 


to participate in many activities, 


meet former and current Red Sox players, and see 
memorabilia on display. There were also panel dis- 
cussions, autograph sessions, and meet and greets. 
Of note, the Red Sox’s four World Series trophies 
were on display. Fans could view and have their 
photograph taken with the trophies, won in 2004, 
2007, 2013, and 2018. It was the first time the Win- 


ter Weekend has come to the region. 
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The week ahead 


Palmer High School 


Boys Basketball 


Tuesday, Feb.4 Away Baystate Academy 7 p.m. 
Wednesday, Feb. 5 Home Ludlow 7 p.m. 
Girls Basketball 


Friday, Jan.31 Away 
Tuesday, Feb.4 Home 
Wednesday, Feb. 5 Away 
Ice Hockey (co-op with Amherst Regional) 
Saturday, Feb. 1 Home 
Tuesday, Feb.4 Away 


Monson High School 


Boys Basketball 

Thursday, Jan. 30 Home Hampshire 7 p.m. 
Girls Basketball 

Friday, Jan.31 Home Palmer 7 p.m. 


Tuesday, Feb.4 Home 


Wed., Feb. 5 Home Belchertown 7 p.m. 
Pathfinder High School 
Boys Basketball 
Monday, Feb.3 Away PVCA 7 p.m. 
Tuesday, Feb.4 Away Baystate Acad. 6:30 p.m. 
Girls Basketball 
Friday, Jan.31 Away Westfield Tech 6 p.m. 
Monday, Feb.3 Home Sci-Tech 7 p.m. 
Wed., Feb. 5 Away Renaissance 6 p.m. 
Wrestling 
Tuesday, Feb.4 Home Duggan 7 p.m. 


Monson 7 p.m. 
Westfield 7 p.m. 
Frontier 7:30 p.m. 


Ludlow 8 p.m. 
Belchertown 4 p.m. 


Chicopee Comp. 7 p.m. 
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Points format announced 
for Modified Series 


By Kyle Souza 


SEEKONK -—_ Tri-Track Open 
Modified Series officials announced on 
Wednesday the point standings struc- 
ture that will be used for the 2020 sea- 
son. 

As part of six events, drivers will 
tally points in each feature. In 2020, the 
champion will be decided by taking the 
best five out of six point totals a driv- 
er receives. Drivers will no longer be 
required to attend all six events to score 
the championship, but with a drop race 
factored into the totals, the new format 
allows for a driver to have a miscue, 
while still being in contention for the 
title. 

“This will give drivers a bit more of 
a buffer in case something goes wrong 
at one of the races,’ Wayne Darling, 
one of two Managing Partners of the 
Tri Track Open Modified Series, said. 
“This is just one of many announce- 
ments we will have over the next few 
months. We’re looking forward to get- 
ting the season underway in May.” 

The entire point fund for the sea- 
son totals $15,000 in prize money, with 
the top 15 spots in the final standings 
set to earn a bonus. 

The series also announced that reg- 
istrations for the season are open and 
rules have been posted to the website. 
Teams can register and see rules by vis- 
iting the all-new Tri Track Open Mod- 
ified Series website, tritrackmods.com, 


If race teams complete the registra- 
tion for the full season between Janu- 
ary 16 and March 31, the charge is just 
$450 for six events. 

Any full season registrations made 
after March 31 will be $550. For those 
competitors interested in just registering 
for one event, the cost is $150 per event. 
Teams can send registration payment to 
the Tri Track PayPal account, info@ 
tritrackmods.com, through the website. 

After just a few days, more than a 
handful of teams have already entered. 
Owner Stan Mertz has entered with 
Woody Pitkat set to return behind the 
wheel, while upcoming racers Ryan 
Doucette and Dylan Izzo are also on the 
list. Joey Cipriano, a regular in Stafford 
Motor Speedway’s SK Modified divi- 
sion joins them, along with others. The 
list is growing daily. 

The 2020 schedule begins on Sat- 
urday, May 2, when drivers will take to 
the high banks of Monadnock Speed- 
way in Winchester, N.H., to open the 
year. After that, a stop at Claremont 
Speedway on Memorial Day weekend 
(May 24), is followed by the annual 
Open Wheel Wednesday at Seekonk 
Speedway, the only mid-week show, 
on Wednesday, July 1. The final three 
races include the annual SBM 125 at 
Star Speedway (July 25), Monadnock 
Speedway (Aug. 15) and the annual 
Haunted Hundred at Seekonk Speed- 
way (Oct. 24), where the champion will 
be crowned. 





and visiting the team info page. 








Saige Youngberg gets set for an 


underhand layup. 
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ery game,’ said Palmer co-head 
coach Amanda Theriault. “Every- 
one played in tonight’s game and 
it was a very good learning expe- 
rience, especially for the younger 
kids on the varsity team. Playing 
in these types of games is only 
going to help us in the future.” 

The duo of sophomore Mad- 
dy Theriault and junior Jillian 
Lombardi combined to score 32 
of the Lady Panthers 40 points 
in the first meeting of the regular 
season against Ludlow. 

“Maddy had another great 
performance tonight,’ coach Le- 
vasseur said. “Jillian was injured 
at the beginning of the season, 
but she has been playing very 
well since returning to action a 
couple of weeks ago. Everyone 
just did a great job tonight.” 

Theriault scored 15 of her 
game-high 19 points during the 
first half, while Lombardi took 
over the spotlight offensively 
during the second half by scoring 
11 of her 13 points. 

Palmer junior Kendall Le- 
vasseur chipped in with four 
points while Saige Youngberg, 
who’s in the eighth grade, and 








' : = 
JoJo McTier holds the ball in the 
middle of the court. 


freshman JoJo McTier had two 
points apiece. 

Ludlow had a 4-9 overall re- 
cord and a 0-3 league record fol- 
lowing the home loss. 

The Lady Lions, who didn’t 
have any double digit scorer’s, 
were led by junior Elizabeth Ko- 
pec with eight points. Freshmen 
Kaylee Lyman and Mikala Ste- 
fanell1 each scored six points. 
Freshman Alivia Hamel added 
five points. 

The Lady Panthers took a 
39-29 lead with 1:14 remaining 
in regulation following a made 
free throw by Theriault. It was 
their largest lead of the ballgame, 
but the Lady Lions did make it 
very interesting during the final 
minute of the contest. 

After a fast-break lay-up by 
Hamel, Stefanelli buried her sec- 
ond 3-pointer of the game from 
the top of the key closing the gap 
to 39-34 with 31 seconds left on 
the scoreboard clock. 

Lyman made the Lady Lions 
other two 3-pointers during the 
second quarter. 

Following a Ludlow time- 
out, Theriault made one of two 





5 
Maddie Theriault takes a fading 
shot. 


shots from the foul line giving her 
team a six point lead. 

The Lady Lions missed sev- 
eral shots during the final ten sec- 
onds before senior Kayla McKay 
made a jumper at the buzzer. It 
was her only points of the con- 
test. 

“We’re a young and inex- 
perienced team this year,” coach 
Theriault said. “Ludlow did put a 
lot of pressure on us during the fi- 
nal two minutes and we panicked 
out there, but we did manage to 
hold onto the lead.” 

Neither team could get on 
track offensively during the first 
eight minutes of the contest. 

Theriault scored five points 
in the first quarter for the visiting 
team, while Levasseur added a 
put-back hoop. 

The Lady Lions three made 
field goals in the opening quarter 
were by junior Arayah Remillard, 
junior Kali Grimes, and sopho- 
more Jacinda Hewes. Those were 
the only points that those three 
players scored in the game. 

The Lady Panthers entered 
the second quarter holding a slim 
7-6 lead. 





Kendall Lavasseur looks to make 
a pass. 


The Lady Lions took an 8-7 
lead a minute into the second 
quarter on a foul-line jumper by 
Kopec, who scored four points in 
each half. 

The Lady Panthers respond- 
ed with a 7-0 run. 

Palmer’s largest lead of the 
first half was six points and they 
held a 22-18 halftime advantage. 

With 3:10 left in the third 
quarter, the Lady Panthers built 
a 29-21 advantage following an 
inside hoop by Levasseur. 

The Lady Lions clawed back 
with a free throw by Hamel and 
a pair of field goals by Kopec, 
which sliced the deficit to 29-26 
entering the final eight minutes. 

An old fashion three point 
play by Lombardi pushed Palm- 
er’s lead to 38-29 with 3:26 re- 
maining in regulation. 

The Lady Lions did make 
a late comeback, but they only 
made one of their seven fouls 
shots during the fourth quar- 
ter, which didn’t help them very 
much. 

Ludlow is scheduled to make 
a visit to Palmer High School on 
February 14. 
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year that they made it to the state 
finals. ’'ve been playing against 
the Palmer players since I was lit- 
tle and it has always been a lot of 
fun playing them.” 

The only other senior listed 
on the Mustangs varsity roster is 
Sam Malo, who finished the con- 
test with 6 points. 

The Mustangs, who made 
a total of 15 3-pointers, had a 
7-4 overall record following the 
home victory. 

“We’re going to be a very 
tough team to beat whenever we 
can shoot the ball the way that 
we did tonight,’ said Monson 
head coach Joe Trivisonno. “The 
game of basketball is certainly 
a lot easier when you’re making 
shots.” 

Gerry made a total of six 
3-pointers, while Duggan, who’s 
6-foot-5, made five shots from 
beyond the arc. 

“Colby is very tall and no- 
body can really stop him,’ Ger- 
ry said. “He can score down low 
and he can also make shots from 
the outside. I love having him as 
a member of my basketball team. 
We’ve been playing very well 


during the past couple of games 
and we’re hoping to keep it roll- 
ing the rest of the season.” 
Monson junior Connor San- 
tos made three 3-pointers leading 
to his 9 points in the game. 
There are a total of nine se- 
niors listed on the Panthers ros- 
ter. They are Alex Gladkowski (5 
points), Trevor Lamberton, Ty- 
ler Placanico (6 points), Harvey 
Francis (11 points), Gabe Cole- 
man (2 points), Nick Pappace- 
no, Jacob Bollea, Nate Letendre 
(4 points), and Chad Bigos (14 


points). 

Sophomore Jack Leten- 
dre paced the Panthers with 18 
points. 


“Several of our players are 
battling the flu or injuries,” said 
Palmer head coach Ed Anderson. 
“We just didn’t play as well as we 
could and we’re going to bounce 
back from this loss.” 

Palmer had a 6-5 overall re- 
cord following the road loss. 

The Panthers did play well 
during the first four minutes of 
the opening quarter. 

Bigos scored 10 _ points 
during that span, which helped 


the Panthers build a 14-10 lead. 

Gerry and Duggan combined 
to score 17 of the Mustangs final 
19 points in the opening quarter, 
which gave them a 29-18 lead. 

Duggan closed out the first 
quarter with a couple of jumpers, 
which were sandwiched around a 
3-pointer from the top of the Key. 

“He’s (Duggan) by far the 
best player that we’ve played 
against so far this season,” Ander- 
son said. “He does a lot of out- 
standing things on the court that 
helps his team. We tried to defend 
him several different ways, but 
none of them worked tonight.” 

While = ‘Trivisonno has 
coached a couple of 1,000-point 
scorers at Monson High School, 
he has never coached a player 
like Duggan before. 

“Colby is the most unique 
basketball player that I’ve ever 
coached,” Trivisonno said. “He’s 
a 6-foot-5 guard, but he’s usual- 
ly the tallest player on the court. 
He’s probably going to be a for- 
ward in the future. He’s blossom- 
ing into a very good basketball 
player and the sky is the limit for 
him.” 


The Panthers, who outscored 
Monson 15-12 during the second 
quarter, were trailing 41-33 at 
halftime. 

Venne ended the first half by 
sinking a 3-pointer from the left 
side. 

Gerry scored 10 points 
during the third quarter, as the 
Mustangs built a comfortable 63- 
46 advantage. 

“Logan is an unselfish bas- 
ketball player,’ Trivisonno said. 
“He always plays very hard in 
every game.” 

Duggan also scored 10 points 
during the final eight minutes of 
the contest, which pushed the 
Panthers lead over twenty points. 

With a littlke more than a 
minute remaining, Duggan put 
an exclamation point on the Mus- 
tangs victory with a crowd-pleas- 
ing thundering dunk. 

The other Monson points in 
the game against Palmer were 
scored by junior’s Scottie Wat- 
son (3 points), Danny Fiester 
(2 points), and Gabe Zippin (2 
points). 
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Athlete of the Week 


Mout ION 


Logan Gerry 


Monson High School 


ogan Gerry nailed six 
| tree poter for Monson in 

a huge win for the Mustangs 
over rival Palmer. 
To nominate someone for Athlete 
of the Week, contact Managing 
Sports Editor Gregory A. Scibelli at 
413-283-8393 ext. 258 or send an 
e-mail to gscibelli@turley.com. 
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T-Birds pick up win over 


Tigers before break 


SPRINGFIELD — The Springfield 
Thunderbirds (25-19-2-0) scored the 
final four goals of the night in knock- 
ing off the Bridgeport Sound Tigers 
(15-25-4-1) by a final score of 6-2 on 
Saturday night before a sellout crowd 
of 6,793 inside the MassMutual Center. 

The first period was a shooting gal- 
lery from start for each of the Atlantic 
Division foes, but Jared Coreau in the 
Bridgeport net and Sam Montembeault 
in the T-Birds crease had answers for 
16 shots each in the opening period. 

Springfield had the only two spe- 
cial teams chances in the period, but 
the power play could not dent Coreau 
despite extended pressure on the man 
advantage. 

The middle period finally cracked 


the goal-scoring seal, and a wild 
20-minute session ensued, begin- 
ning with rookie Jake Massie beat- 
ing Coreau from the high slot to give 
Springfield the 1-0 advantage at 7:12 of 
the period. 

Just 2:01 later, the Sound Tigers 
tied the game under controversial cir- 
cumstances. Bobo Carpenter intercept- 
ed a pass from Montembeault and fired 
it right back at the T-Birds netminder. 
A whistle sounded right as Cole Bard- 
reau slipped the puck into the empty 
net, but the goal stood. T-Birds coach 
Geordie Kinnear got into a heated dis- 
cussion with the officials, to which the 
crowd responded to an enormous roar. 


T-BIRDS I page 2 
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TMC, who attended the press confer- 
ence, were former Saint John’s Prep 
(Danvers) Athletic Director James 
O’Leary, MIAA liaison Sherry Bryant, 
and Burlington High School Athletic 
Director Shaun Hart. No representatives 
from Western Massachusetts at the press 
conference. 

A few weeks ago, the MIAA Board 
of Directors voted 14-3 in favor of hold- 
ing a vote for the new statewide tourna- 
ment at a site to be determined on Feb. 
28. 

If the new tournament plan is ap- 
proved, it would start in the fall of 2021. 

The TMC plan calls for many sports 
to be divided into five divisions. Tennis, 
field hockey, lacrosse will have four di- 
visions. Boys ice hockey will have three, 
while girls ice hockey and boys volley- 
ball will have two. Just like the current 
tournament format, each high school 
will be put into a division based on their 
enrollment. 

The football tournament is still up 
in the air at the moment. The football 
committee is trying to figure out if they 
want to play a seven-week regular sea- 
son and have 32 teams qualify for the 
playoffs in each division or play eight 
weeks and only have 16 teams in the 
playoffs. 

“The Western and Central part of 
the state currently plays an eight-week 
regular season schedule, while Eastern 
Mass. only plays seven weeks,’ O’ Leary 
said. “That’s something the football 
committee still needs to figure out.” 

The seeding and pairings for the 
new statewide tournament will be han- 
dled by Maxpreps. The top 32 teams in 
each Division will be ranked by Max- 
preps. Those 32 teams will also auto- 
matically qualify for the tournament. 
The other teams, who finish the regular 
season with at least a .500 record, will 
also be included in the postseason tour- 
nament. 

“Power seeding will determine the 
32 teams in each division,’ DiCarlo 
said. “Teams not seeded in the top 32, 
but meeting our 50 percent qualifying 
criteria will also be eligible for the tour- 


nament. That was the direct feedback 
from some of our colleagues that they 
did not want to lose that 50 percent qual- 
ifying standard that we have in our sys- 
tem. Those teams will play in the pre- 
liminary round.” 

The top four teams in each division 
will be put into four brackets as top- 
seeds, which is similar to the NCAA 
Men’s basketball tournament. 

Currently teams are able to qualify 
for the postseason tournament by using 
the Sullivan rule. They can also quali- 
fy by finishing first or second in their 
league standings. Those avenues will 
not be available under the new plan. 

MaxPreps, which 1s owned by CBS 
Sports, 1s scheduled to take over rank- 
ings and seedings for tournaments be- 
ginning in 2020-2021. 

Travel, especially on a school night, 
was one of the major issues discussed at 
the press conference. 

“One superintendent said it best at 
one of our meetings. He said, ‘I'll find 
the money to play a like-sized school 
rather than having to play a large op- 
ponent because they’re prep,” said 
O’Leary, who’s the TMC chairman. 
“We are not really a big state when you 
look at other states and how they travel 
and what they do. I know during the reg- 
ular season I see teams traveling a lot of 
places in some sports for an 8:20 game 
and they seem to get there.” 

This is what Hart said about teams 
having to travel across the state to play 
tournament games. 

“It’s not an every-day travel. It’s 
a one-time deal, or it might be a two- 
time,” he said. “We’re talking about 
something and we’re trying to make it 
bigger for the kids as well.” 

All of the tournament games will be 
held at the higher seeded schools until 
the state semifinal and finals, which will 
be held at neutral sites. 

Even if the new state tournament 
plan is passed, there could still be a 
Western Mass. tournament in most 
sports during the final week of the reg- 
ular season. Nothing has been finalized 
yet. 
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DEATH NOTICES Police/Fire 


Lisowski, Elizabeth A. 
Died Jan. 26, 2020 

All funeral services are 
private 

Lombard Funeral Home 
Monson 


Sayward, Donna M. 
(Heller) 

Died Jan. 24, 2020 
Funeral Services Feb. 9, 
2020 

Lombard Funeral Home 
Monson 


OBITUARY POLICY 





Sikorski, Rober M. 

Died Jan. 20, 2020 
Celebration of Life Feb. 1, 
2020 

second Congregational 
Church 

Palmer 


Turley Publications offers two types of 
obituaries. 

One is a free, brief Death Notice listing 
the name of deceased, date of death and funeral 
date and place. 


The other is a Paid Obituary, costing $100, 
which allows families to publish extended death 
notice information of their own choice and may 
include a photograph. Death Notices & Paid 
Obituaries should be submitted through a 
funeral home to: obits @turley.com. 


Exceptions will be made only when the family 





provides a death certificate and must be pre-paid. 





QO BI TU ARIE S 
Elizabeth “Lisa” A. Lisowski 


WALES — Elizabeth “Lisa”’ 





A Lisowski, 61, passed away 
Sunday, Jan. 26, 2020, surround- 
ed by the love of family. Lisa was 
born in Boston, June 29, 1958, to 
David B. Colville and Twila K. 
(Umholtz) Colville. 

She was a high school grad- 
uate and a graduate of STCC 
with an associate degree as a 
medical assistant. Lisa was a 
volunteer for the Monson Senior 
Center, teaching ceramics for 
many years. Lisa enjoyed pho- 
tography and was a member of 
the Quaboag Hills photo club. 
Lisa enjoyed being creative with 
jewelry making and glass fusing. 


Her greatest joy came from be- 
ing a devoted wife, mother and 
Nana. 

Lisa leaves her loving hus- 
band, Richard A. Lisowski; three 
children, Jason Lisowski,and 
his wife, Karen, of Newtown, 
Pennsylvania, Nicholas Lisows- 
ki, of Avon, Connecticut, and 
Danielle Lisowski, of Brimfield; 
her mother, Twila Colville, of 
Colorado; sisters, Linda Saco 
Ferry, of Naples, Florida, Karen 
Colville and Jaime Colville, both 
of Colorado; and four grandchil- 
dren, Willow, Jameson, Emerson 
Rae and Olivia. Lisa was prede- 
ceased by her father, David B. 


Colville. 

All funeral services are pri- 
vate and have been entrusted 
to Lombard Funeral Home, of 
Monson. 

In lieu of flowers memorial 
donations may be made to Lyme 
Disease Research Foundation, 
LymeMD.org, John Hopkins 
Rheumatology Lyme Disease 
Clinical Research Center 2360 
W. Joppa Rd., Suite 320, Luther- 
ville, MD, 21093. 

For online condolences 
please visit www.lombardfuner- 
alhome.com. 





Donna M. Sayward 


MONSON — Donna M. 
(Heller) Sayward, 60, passed 
away surrounded by the love 
of family, Friday Jan. 24, 2020. 
Donna was born Oct. 2, 1959, in 
Springfield to the late William J. 
and Myrtle (Brinson) Heller. 

She was a graduate of West 
Springfield High School and has 
worked in the insurance industry 
for 40 years. Most recently Don- 
na worked for Hanover Insur- 
ance in the commercial depart- 
ment. Donna enjoyed attending 
the Hanover Theater, camping 
and cheering for the Patriots and 
Bruins. She relaxed with a mys- 


tery novel and being with her be- 
loved cat. 

Donna leaves her husband 
of 39 years, Steven A. Sayward; 
a brother, Everett Heller, and his 
wife, Elaine, of Sterling; a sister, 
Marcia Lyons, and her husband, 
Tom, of San Antonio, Texas; her 
loved nieces and nephews and 
great nieces and great nephews, 
as well as cousins and friends. 

The family would like to 
thank the oncology department 
at Baystate Medical Center 
for their care and compassion 
throughout Donna’s illness. 

Services will be held Sun- 


day, Feb. 9, 2020, in Lombard 
Funeral Home, 3 Bridge St., in 
Monson. Visiting hours will be 
from 11 a.m. to 1 p.m., with a 
Celebration of Life at 1 p.m. 
to conclude Donna’s services. 
Burial will be held privately in 
the spring. 

In lieu of flowers memorial 
contributions may be made to 
Rays of Hope, Baystate Health 
Foundation 280 Chestnut St, 6th 
Floor Springfield, MA, 01199. 

For online condolences/di- 
rections please visit www.lom- 
bardfuneralhome.com 





Robert M. “Bobby” Sikorski 


BONDSVILLE — Robert M. 
“Bobby” Sikorski, 64, of Bonds- 
ville, passed away Jan. 20, 2020, 
at Baystate Medical Center in 
Springfield. He was born on 
Aug. 27, 1955, in Northampton, 
to the late Myron and Virginia 
(Kapinos) Sikorski. 

Bob was raised in Hatfield 
and moved to Bondsville where 
he has lived for over 25 years. He 
retired as an administrative assis- 
tant to the chief of medicine in 
2011 after working for 35 years 
from the VA Hospital in Leeds. 
He was a former volunteer fire- 
fighter and deputy chief for the 
Hatfield Fire Department. Aside 
from his work, Bob was an avid 
New England Sports and NA- 
SCAR fan. A farmer at heart, he 
loved gardening and took great 
pride in caring for his home. He 


also enjoyed camping 
with his family when 
his children were 
younger and listening 
to Polka music every 
weekend. 

He will be deeply 
missed by his wife of 
24 years, Carol (Mill- 
er) Sikorski, of Bonds- 
ville, and two children, 
Kimberly “Kim” Sikorski, of 
Sunderland, and William “Billy” 
Sikorski, who is currently sta- 
tioned in Japan with the U.S. Air 
Force. He will also be missed by 
his loving step-mother, Dorothy 
“Dotty” Sikorski, brother, Gerry 
“Bruno” Sikorski, of Hatfield, 
step-sister, Debbie Galinski, of 
Ware, and sister-in-law, Karen 
Sikorski, of Hatfield, along with 
several nieces and nephews. 





Along with his par- 
ents, Bob is also pre- 
deceased by his broth- 
er, Richard “Rich” 
Sikorski, of Hatfield. 
A Celebration 
of Life will be held 
on Saturday, Feb. 1, 
at 11 a.m. at the Sec- 
ond Congregational 


Church in Palmer. 
Burial will be at the convenience 
of the family. 


In lieu of flowers, donations 
may be made in his memory to 
the Hatfield Fire Department, 59 
Main St., Hatfield, MA, 01038. 

Beers & Story Palmer Fu- 
neral home was entrusted with 
the arrangements. For more 
information please visit www. 
beersandstory.com. 


PALMER 


The Palmer Police Department 
responded to a total of 297 calls 
from Jan. 15 through Jan. 21. The 
department made seven arrests or 
summons. Those arrested will ap- 
pear at a future date in the Palmer 
District Court and are innocent un- 
til proven guilty. 


Wednesday, Jan. 22 


Thomas E. Herd, of 29 Beacon 
Dr., Palmer, was arrested at 6:31 
a.m., on Beacon Drive in Palmer, on 
charges of assault and battery on a 
police officer; disorderly conduct; 


disturbing the peace; assault; two 
counts of threatening to commit a 
crime; assault with a dangerous 
weapon; and resisting arrest. 


Craig Bartish, 59, 54 Olney 
Rd., Thorndike, was arrested at 8:36 
p.m., on Thorndike Street in Palmer, 
on charges of operating under the 
influence of liquor (3rd offense); 
and negligent operation of a motor 
vehicle. 


Monday, Jan. 27 


Lucas Herbert, 24, of 82 
Charleston Rd., Acworth, New 
Hampshire, was arrested at 11:08 
p.m., on Jim Ash Street in Bonds- 


ville, on charges of operating under 
the influence of liquor; negligent 
operation of a motor vehicle; a 
marked lanes violation; and an unli- 
censed operation of a motor vehicle. 


MONSON 


The Monson Police Depart- 
ment responded to a total of 168 
calls from Jan. 19 through Jan. 24. 
The department made four arrests 
or summons. Those arrested will 
appear at a future date in the Palmer 
District Court and are innocent until 
proven guilty. 


MONSON 


The Monson Fire Department 
responded to six fire calls and 18 
EMS calls for the week of Jan. 20 
through Jan. 26. 


On Tuesday, Jan. 21, at 9:59 
a.m., the department conducted a 
smoke investigation on 116 Steb- 
bins Rd. The department returned to 
service at 10:36 a.m. 


On Tuesday, Jan. 21, at 12:01 
p.m., the department investigated 
the odor of propane on 115 Main St. 
The department returned to service 
at 12:33 p.m. 


On Thursday, Jan. 23, at 6:35 
a.m., the department provided pub- 
lic assistance on 68 Butler Rd. The 
department returned to service at 
7:00 a.m. 


On Thursday, Jan. 23, at 8:08 
a.m., the department provided pub- 
lic assistance on 18 Palmer Rd. The 
department returned to service at 
8:45 a.m. 


On Friday, Jan. 24, at 3:19 
a.m., the department responded to a 
smoke alarm activation on 3 Betha- 
ny Rd. The department returned to 
service at 3:41 a.m. 


On Sunday, Jan. 26, at 8:15 
a.m., the department provided pub- 
lic assistance on 68 Butler Rd. The 
department returned to service at 
8:45 a.m. 


The Three Rivers Fire Depart- 
ment responded to five calls from 
Jan. 23 through Jan. 27. 


On Thursday, Jan. 23, at 10:01 
p.m., the department responded to a 
motor vehicle accident on Bourne 
Street. The department returned to 
service at 11:10 p.m. 


On Friday, Jan. 24, at 12:49 
p.m., the department responded to 
an alarm activation on Sykes Street. 
The department returned to service 
at 1:09 p.m. 


On Friday, Jan. 24, at 6:27 
p.m., the department responded to a 
mutual aid call from the Palmer Fire 
Department, which was cancelled at 
6:27 p.m., the department returned 
to service at 6:37 p.m. 


On Monday, Jan. 27, at 3:41 
p.m., the department responded to a 
chimney fire on Calkins Road. The 
department returned to service at 
4:13 p.m. 


On Monday, Jan. 27, at 3:50 
p.m., the department responded to 


an EMS incident on Calkins Road. 
The department returned to service 
at 4:10 p.m. 


BONDSVILLE 


The Bondsville Fire Depart- 
ment responded to four fire calls for 
the week of Jan. 21 through Jan. 27. 


On Friday, Jan. 24, at 12:49 
p.m., the department responded to a 
mutual aid call on Sykes Street for 
an alarm activation. The department 
returned to service at 1:00 p.m. 


On Friday, Jan. 24, at 6:28 
p.m., the department responded to 
a mutual aid call on Rivers Street 
in Thorndike for an animal rescue. 
The animal was saved, and the de- 
partment returned to service at 6:37 
p.m. 


On Friday, Jan. 24, at 10:35 
p.m., the department provided med- 
ical assistance on State Street. The 


department returned to service at 
10:51 p.m. 


On Monday Jan. 27, at 3:41 
p.m., the department responded to 
a mutual aid call to Caulkins Road 
in Three Rivers for a chimney fire. 
The department returned to service 
at 4:09 p.m. 


Big Y donates $215,000 to breast cancer groups 


SPRINGFIELD — In order to 
raise awareness and funds for breast 
cancer, during the month of October 
all Big Y supermarkets donated pro- 
ceeds totaling $215,742 to breast 
cancer organizations in Massachu- 
setts and Connecticut as part of its 
annual “Partners of Hope” cam- 
paign. 

Local recipients include the 
MA HMC Breast Health Center 
at The Pink Way in Ludlow, the 


Breast Cancer Program at Survivor 
Journeys in Longmeadow, Baystate 
Health Foundation’s Rays of Hope 
program, Mercy Medical Center’s 
Mercy Breast Care Center, Can- 
cer-Connection in Northampton, as 
well as the Women’s Health Care 
center at Cooley Dickinson Hos- 
pital and the Breast Care Center at 
Johnson Memorial Hospital in Staf- 
ford Springs, Connecticut. 

“Breast cancer affects thou- 


sands of women and more men each 
year,’ Big Y CEO Charles D’ Amour 
said. “Through our Partners of Hope 
campaign, we want to not only pro- 
mote breast cancer awareness but 
also save lives through early detec- 
tion and care.” 

Since 2007, Big Y has raised 
in excess of $2 million to support 
breast cancer initiatives locally. 


Tell the world you said 


"Edo"! 





Place your FREE announcement in the Journal Register. 


Use this form as a 


on a long-range wrister at 17:00 to 
tie the game again, 2-2. 

2:10 after that, with less 
than a minute to go in the period, 
Dryden Hunt carried the puck into 
the offensive zone on a 2-on-1 
with Adam Rockwood, and after 
being stopped at first, he snapped 
a shot home from the bottom of 
the right circle to put Springfield 
up for good, 3-2 at 19:10. 

After fending off an ear- 


third period, beginning with a 
strike from Jack Rodewald off 
a turnover by Coreau at 4:00 to 
make it 4-2. Then 9 minutes later, 
Daniel Audette added to the lead, 
finding a soft spot in the high slot, 
and firing a turnaround wrister 
past Coreau to make it 5-2. 

In the final minute, Aleksi 
Saarela iced the game with his 
11th goal of the season off a set- 
up from Tippett. With the three- 


T-BIRDS 1 from page 11 


guideline to send 
in your wedding 


From that point forward, the announcement. 


T-Birds exerted their will. Owen 
Tippett recorded the first of three 
points as he turned the left-wing 
corner and snapped a shot under- 
neath Coreau’s legs to make it 2-1 
at 12:32 of the period. Bridgeport 
would not go quietly, though, as 
Grant Hutton beat Montembeault 


eddin 


announcements 


PICTURES 
ENCOURAGED! 


BS 


Name 





Parents (names & home town) 











ly Bridge- point night, Tippett heads to his Education 
PPi/Ljo}e Sear PP) A|H . e re ; “ iesety ions i paisile _ ia Current job/student status 
vialefo|R Tlalo EAENEIEN ees a The ° Thunderbirds also Name 














al;P/e|R|y| U the finish climbed into the fourth position in 
line with a_ the Atlantic Division heading into Parents (names & home town) 
PP] ALK LA OOD three-goal the All-Star break. ; 
Education 
Current job/student status 
PEOPLE/MILESTONE NEWS 


Who is making the announcement? 





As a free service for our readers, we will print all births, 
weddings, engagements, milestone anniversaries, major 
birthdays, military achievements, honors and awards. We 
have a “people news” form available for you to submit these 
listings. This material is provided to us by our readers and lo- 
cal institutions and we do not charge to print this content. 

For more information, or to submit people or milestone 
news for The Journal Register, please email dfarmer@turley. 
com. 


Date and place of ceremony 





Additional Information 








EMAIL INFORMATION TO dfarmer@turley.com or through ee .com/TheJournalRegister 
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ANTIQUE AND PERIOD CHAIRS 
- Restored with new woven seats — 
Many styles and weaves available. Call 
(413)289-6670 


installation, Smart HD DVR Included, 
Free Voice Remote. Some restrictions 
apply. Call 1-877-925-7371 


FIREWOOD 


SEASONED FIREWOOD 1 and 2 
yr. old. Prompt response and delivery. 


WISEASONED FIREWOOD!!! 
Over a cord guaranteed. Cut, Split, 
Prompt delivery. Call D & D Cordwood 


January 30, 2020 IT THE JOURNAL REGISTER 


DO YOU HAVE chronic knee or 
back pain? If you have insurance, you 
may qualify for the perfect brace at 
little to no cost. Get yours today! Call 


COMMUNITY MARKETPLACE 


OXYGEN-ANYTIME. ANY- 
WHERE. No tanks to refill. No deliv- 
eries. Only 2.8 pounds! FAA approved! 
FREE info kit: Call 1-855-917-4693 


households throughout New England. 
Reach 4 million potential readers 
quickly and inexpensively with great 
results. Use the Buy New England 





debris. Barns, sheds, demolished. 
Swimming pools removed. Cheap- 
er than dumpster fees and we do all 
the work. Lowest rates. Fully insured. 


ee 1-800-217-0504 ————  —— KkKKKKKA B& BHOUSEHOLD eos 
DISH TV - $59.99 For 190 Channels a iy esce. atetears yey PROMOTE YOUR PRODUCT, = REMOVAL SERVICE******* ARIS XK 
+ $14.95 High Speed Internet. Free INVENTORS- FREE INFOR- service or business to 1.7 million Cellars, attics, garages cleaned, yard ne. 
MATION PACKAGE Have your 
product idea developed affordably by 


the Research & Development pros 
and presented to manufacturers. Call 





WE RENOVATE, SELL & PUR- 
CHASE (any condition) horse drawn 
vehicles such as sleighs, carriages, 


FIREWOOD ill beads 855-380-5976 for a free idea start- | Classified Ad Network by calling (413)283-6512, cell (413)222- — surreys, wagons, dr’s buggies, drive- 
er guide. Submit your idea for a free (413)283-8393, classifieds @turley. 8868. able or lawn ornaments. Some fur 

SEASONED OAK & Hardwood. consultation. com. Do they work? You are reading niture and other restoration services 
FIREWOOD Aer ena Cen leya mean one of our ads now!! Visit our website available. Reasonable prices. Quality 


Fresh cut & split $160.00 
Seasoned cut & split $220.00 
All hardwood. 
Tree length available 
*Also have seasoned softwood for 
outdoor boilers (Cheap). Quality & vol- 
umes guaranteed!! New England 
Forest Products (413)477-0083 


LOG LENGTH FIREWOOD for 
sale. 7-8 cords delivered. $700.00 
delivered locally. Pricing subject to 
change. Place your order today. We 
also purchase standing timber. 413- 
245-9615. 


FINANCIAL SERVICES 


4243. 


MISCELLANEOUS 


A PLACE FOR MOM. The nation’s 
largest senior living referral service. 
Contact our trusted, local experts to- 
day! Our service is FREE/no obliga- 
tion. CALL 1-855-799-4127 


DEALING WITH WATER DAM- 
AGE requires immediate action. Local 
professionals that respond immediate- 
ly. Nationwide and 24/7. No Mold Calls. 
1-800-506-3367 


588 Center Street 
Ludlow, MA 01056 


www.ajefinancial.com 


(413)589-1671 


The GANG 's all here, Come in and see us! 
It's that time of year again and we're ready for you! 


Give us a call today to schedule your tax appointment! 


Kitchen Table Taxes 


Personal & Small Business Tax Refurns 
“David The Tax Man" 


gms Tel: 413-289-0058 
:s Fax: 413-324-2167 


PROVIDER 


David E. Whitney 
Enrolled Agent 


Sixty-Five Jim Ash Road 


LIFE ALERT. 24/7. One press of 
a button sends help FAST! Medical, 
Fire, Burglar. Even if you can't reach 
a phone! FREE brochure. CALL 800- 
457-1917 


MOBILEHELP, AMERICA’S PRE- 
MIER MOBILE MEDICAL ALERT 
SYSTEM. Whether you're Home or 
Away. For Safety and Peace of Mind. 
No Long Term Contracts! Free Bro- 
chure! Call Today! 1-844-892-1017 


to see where your ads run 
communitypapersne.com 


STAY IN YOUR HOME longer with 
an American Standard Walk-In Bath- 
tub. Receive up to $1,500 off, including 
a free toilet, and a lifetime warranty 
on the tub and installation! Call us at 
1-866-945-3783. 


STOP STRUGGLING ON THE 
STAIRS. Give your life a lift with an 
ACORN STAIRLIFT! Call now for 
$250. OFF your stairlift purchase and 
FREE DVD & brochure! 1-844-325- 
8610 


CHANTEL BLEAU 
ACCOUNTING SERVICES 


For Full Accounting & Tax Service 
Registered Tax Return Preparer 


228 West St., Ware, MA 01082 


413-967-8364 


Call For An. IRS 
Appointment | <z7> 


PROVIDER 


The IRS does not endorse any particular individual tax return preparer. 
For more information on tax preparers go to irs.gov. 


Income Tax Preparation 


~ 32 years tax experience ~ _ 
y te 


Bruce J. Charwick 


AUTHORIZED 


PROVIDER 


62 Jim Ash Road 





***** A CALL WE HAUL 
WE TAKE IT ALL 
WE LOAD IT ALL 

Lowest Rates, 
accumulations, junk, estates, 
attics, garages, appliances, 
basements, demo services 
10% disc. with this ad. 

All Major CC’s 
CALL NOW (413)531-1936 
acallwehaul @ gmail.com 


A HOME IMPROVEMENT SPE- 
CIALIST 413-563-2229 Lic 
#053483 Additions, decks, sheds, ga- 
rage, barns, repairs. Commercial, Res- 
idential, porches, laminate flooring, 
doors, windows. Tim 


ABLE HOME STAIR LIFTS and 
Ramps. Straight and Curved staircas- 
es can be overcome easily by having 
a new or refurbished Stair Lift installed 
locally by Able Home Accessibility in 
West Boylston/ Leicester/ Barre. Call 
800-355-5451 to speak with a local 
technician and see if your stairway can 
be fitted with a new or refurbished Stair 
Lift. Mention this ad and receive an ad- 
ditional $100 off the already low price. 


ABSOLUTE CHIMNEY HIC 
#161245 & CSSL #101365 Insured. 
Sweeping chimneys year round. Thank 
you. (413)967-8002 


BILODEAU AND SON ROOFING. 
Established 1976. New re-roofs and 
repairs. Gutter cleanings and repairs. 
Licensed/ insured. Call (413)967- 
6679 


CHAIR SEAT WEAVING & refinish- 
ing - cane, fiber rush & splint - Class- 
room instructor, 20+ years experience. 
Call Walt at (413)289-6670 for es- 


workmanship. Call (413)213-0373 
for estimate and information. 
DEMERS & SONS 
BELCHERTOWN, MA 


CHILD SERVICES 


*NEW STATE LAW. Anyone adver- 
tising caring of children must list a li- 
cense number to do so if they offer this 
service in their own home. 


ELECTRICIAN 


DEPENDABLE ELECTRICIAN, 
FRIENDLY service, installs deicing 
cables. Free estimates. Fully insured. 
Scott Winters electrician Lic. #13514-B 
Call (413)244-7096. 


GARAGE DOOR 
SERVICES 


MENARD GARAGE DOORS Spe- 
cializing in the best quality and selec- 
tion of insulated Haas garage doors. 
Sales, Installation, service and repairs 
of residential and commercial garage 
doors and openers. Fully insured. Free 
estimates. Call (413)289-6550, 
(413)626-1978 or www.menardga- 


ragedoors.com 





J d Pa &' ‘. \ 
/ \ 
| | 


M&B-INSTALLS 
GARAGE & SHOWER DOORS 
WE OFFER COMPLETE installa- 
tions of residential garage and shower 
glass doors and repairs. For free quote 
978-355-2724 or mbinstallscorp@ 

gmail.com 


Credit Cards Welcome Palmer, MA 01069-9814 - timate. 
kitchentabletaxes@gmail.com www.kitchentabletaxes.com (413) 253 55960 Palmer, MA O1009 ———————— 
DL & G JUNK REMOVAL Clean- 
= ez i ar ee ing out everything from basements, HOME 
Personal & Small Business Federal & All States roy Toe . ~ ox garages, barns and sheds. We can do IMPROVEMENT 


TAX PREPARATION SERVICE 
413 324-2135 


IRS Certified Tax Preparers 
1622 North Main Street 
Palmer, MA 01069 


Fasttax@charter.net 
Free E-File & Direct Deposit 


ee \ ime : 


-- ae e= 


CHL 
— 


—, - ” 7 A ~; 
a om, tie — 
4 4 Pic 
» ¢ Ts i 


sales representative for information and 
rates on advertising your tax service here! 


413-283-8393 + 1-800-824-6543 





CALL YOUR LOCAL TURLEY PUBLICATIONS SALES REPRESENTATIVE FOR INFORMATION AND RATES ON ADVERTISING YOUR TAX SERVICE HERE! 


413-283-8393 ° 1-300-824-6548 





all the work and have many options 
available. Offering a senior/veteran 
discount. Call 413-478-4212 for 
your free estimate. 


DRYWALL AND CEILINGS, plas- 
ter repair. Drywall hanging. Taping & 
complete finishing. All ceiling textures. 
Fully insured. Jason at Great Walls. 
(413)563-0487 


PAINT AND PAPER Over 25 years 
experience. References. Lic #086220. 
Please call Kevin 978-355-6864. 


C-D HOME IMPROVEMENT. 1 
Call for all your needs. Windows, sid- 
ing, roofs, additions, decks, baths, 
hardwood floors, painting. All work 
100% guaranteed. Licensed and in- 
sured. Call Bob (413)596-8807 Cell 
CS Lic. #97110, HIC Lic #162905 


CERAMIC TILE INSTALLATION 
Kitchen, bath, foyers. Referenc- 
es. Lic #086220. Please call Kevin 
(978)355-6864. 


FILL OUT AND MAIL THIS MONEY MAKER 


MAIL TO: Classifieds, 24 Water St., Palmer, MA 01069 
or call toll free: 800-824-6548 


CATEGORY: 


DEADLINES: 





Quabbin ————_ 
Village Hills 


Circulation: 





S 








- > 
NEW BRAINTREE 


BELCHERTOWN 
GRANBY 4 
BRIMFIELD 
STURBRIDGE 


QUABBIN & SUBURBAN — FRIDAY AT NOON 
HILLTOWNS — MONDAY AT NOON 






HUBBARDSTON 


WEST NORTH 
BROOKFIELD | BROOKFIELD 
(-\ BROOKFIELD 





EAST 
BROOKFIELD 


WALES ( HOLLAND 


















athe 
B Suburban 
Base Price Base Price Base Price Base Price Re S | d e n tl a | 
$26.50 $27.00 $27.50 aa Circulation: 
: 59, 000 
ett seri ee sess} | Hilltowns 


Circulation: 9,800 





EASTHAMPTON fel 
¢ WILBRAHAM 
WEST 


SPRINGFIELD 


Base Price 
$32.00 


Base Price 
$31.50 


Base Price 
$30.50 


Base Price 
$31.00 


Buy the Quabbin Village Hills or 
the Suburban Residential ZONE 
for $26.00 for 20 words plus 


50¢ for each additional word. 












Base Price 
$33.00 


Base Price 
$32.50 


Base Price Base Price 
$33.50 $34.00 





Add $10 for a second Zone 
4 50 a5 35.00 FS 35.50 36.00 or add $15 to run in 

ALL THREE ZONES. 
Name: Phone: First ZONE base price set cs 
Address: Add asecond ZONE ___*10.00 sania cial 
Town: State: Add athird ZONE _ $5.00 <> 
Number of Weeks: X per week rate = $ Subtotal - 
Credit Card: Ll MasterCard LIVISA 1 Discover LI Cash Ll Check# x Number of Weeks 
Card #: Exp. Date CVV TOTAL Enclosed 
Amount of charge: Date: 


OUR CLASSIFIEDS REACH 50 COMMUNITIES EVERY WEEK! 


Classifieds 


SERVING 50 LOCAL COMMUNITIES 


Call us toll free 800.824.6548 





HOME IMPROVEMENTS. RE- 
MODELING Kitchens, baths. Ceram- 
ic tile, windows, painting, wallpapering, 
textured ceilings, siding, decks. Insur- 
ance work. Fully insured. Free esti- 
mates. (413)246-2783 Ron. 


WATER DAMAGE 
_CALL JAY (413)436-5782- 
FOR REPAIRS 
COMPLETE DRYWALL 
SERVICE. FINISHING, 
PAINTING, CEILINGS 
(SMOOTH OR TEXTURED). 
40+ YEARS EXPERIENCE. 
FULLY INSURED. 


INSTRUCTION 


DON’T BE A STARVING ART- 
IST - learn how to teach painting with 
this special method to people of all 
ages and abilities and have your own 
business with a stable income. Fill the 
need for more art in healthcare facili- 
ties. Check it out at: www.artis4every1. 
com or call (508)882-3848 


LANDSCAPING 


A+ ROZELL’S 
LANDSCAPING & 
BOBCAT SERVICE 

Excavator Services 
Overgrown property? 
Extreme Brush Cutting! 
Shrub, Stump, Tree Removal 
Lawn/Arborvite Installed 
Loam, Stone, Mulch, Sand 
Storm Clean-up 
Maintenance 
Small Demolition/ Junk Removal/ 
Clean-outs 
Insured 
413-636-5957 


**ALL SEASON** Specializing in 
shrub trimming, pruning, design, deliv- 
eries, loader, backhoe, insured. Pro- 
fessional. Please call Bob (413)537- 
5789 (413)538-7954. 


MASONRY 


STOP WET 
BASEMENTS 


ABC MASONRY & BASEMENT 
WATERPROOFING 

All brick, block, stone, concrete. Hatch- 
way doors, basement windows, chim- 
neys rebuilt & repaired, foundations 
repaired, basement waterproofing 
systems, sump pumps. BBB+ rat- 
ing. Free estimates. Lic #14790. Call 
(413)569-1611, (413)374-5377 


PAINTING 


LAWSON PAINTING interior/ exte- 
rior, all aspects of painting. An honest 
25 yrs. experience. Insured and _refer- 
ences. 413-887-9354 Mike 


PLUMBING 


LINC’S PLUMBING 
LIC. #J27222 
“New Season” 
“New Projects” 
Call LINC’S 
For Your Connection 
(413)668-5299 


ROOFING 


FREE ROOF INSPECTIONS. All 
types of roofing, shingle, flat and slate. 
Call Local Builders (413)626-5296. 
Complete roofing systems and repairs. 
Fully licensed and insured. MA CS 
#102453, CT Reg. 0615780. Lifetime 
warranty. Senior Discount. 24 hour 
service. Veteran Discount. 


TREE WORK 


AAA1 H & H TREE SERVICE 
Fully insured. 15 yrs experience climb- 
ing. Skid steer work, land clearing. Call 
Dave. 413-668-6560 day/night. 


ATEKS TREE- Honest, quality tree 
service. From pruning to house lot 
clearing. Fully insured. Free estimates. 
Firewood sales. (413)687-3220 


DL & G TREE SERVICE: Every- 
thing from tree pruning, tree removal, 
stump grinding, storm damage, lot 
clearing and brush chipping. Honest 
and Dependable. Fully insured. Now 
offering a Senior Citizen and Veteran 
discount. Call today for free estimate 
(413)478-4212 


Classified 
Advertising 


DEADLINES 


QUABBIN & 


SUBURBAN 
FRIDAY 
AT NOON 


HILLTOWNS 
MONDAY 
AT NOON 








RO BS BO Be ee ee ee AUTO 


Se 
a AB Hauling and 
_ Ra Removal Service 


CARS/TRUCKS WANTED!!! All 
Makes/ Models 2000-2019! Any Con- 
dition, Running or Not. Top $$$ Paid! 
Free Towing! We're Nationwide! Call 
Now: 1-888-513-1505. 





RETIRED RACING 
GREYHOUNDS AVAILABLE 
FOR ADOPTION 
SPAYED/NEUTERED, WORMED, 
SHOTS, HEARTWORM TESTED, 
TEETH CLEANED 


MAKE A FAST FRIEND! 


GREYHOUND OPTIONS INC. 
CALL MARY AT 413-566-3129 
OR CLAIRE AT 413-967-9088 
OR GO TO 
WWW.GREYHOUNDOPTIONS. 
ORG 


HORSES 


HORSEBACK RIDING LESSONS 
offered year round at our state of the 
art facility. beginner to advanced. Ages 
4 years to adult. Boarding, sales and 
Leasing also available. Convenient lo- 
cation at Orion Farm in South Hadley 
(413)532-9753 www.orionfarm.net 





FULL OR PART time Pure Bred beef 
farm. Tractor experience preferred. Val- 
id license required 508-450-3547 or 
413-477-6600. 


NORTH BROOKFIELD 
YOUTH CENTER 
EXECUTIVE DIRECTOR 
POSITION 
Salary Range: $21-$25/hour 

commensurate on experience 

Job Overview: The Executive 
Director’s main role is to develop, 
sustain, and implement after-school 
and summer programming for the 
North Brookfield Youth Center. This 
individual will work with a team of 
after-school staff and volunteers in 
order to meet program component 
requirements as well as student in- 
terests and achievement needs. 
Responsibilities and Duties: 
¢ Development and facilitation of 
after-school and summer program- 
ming 

¢ Reporting to and abiding by the 
NBYC Board of Directors 

¢ Establishing and maintaining a 
positive relationship with school ad- 
ministration and personnel 

¢ Attending relevant trainings in or- 
der to gain competency and new 
techniques for success 

¢ Writing grants to acquire funds and 
support for programming 
Qualifications: 

¢ Experience working with children 
from grades 2-12 

¢ Knowledge of brain-based learn- 
ing principles a plus 

¢ Grant writing experience highly 
preferred 

e Full time with flexible hours re- 
quired 

If interested, please mail your re- 
sume to: 

North Brookfield Youth Center, 

PO Box 86, 

North Brookfield, MA 01535 

Or email to: nbafterschool @ gmail.com 





SALEM CROSS INN now hiring serv- 
ers and bartenders. Apply in person or 
online at www.salemcrossinn.com 


THE TOWN OF 
GRANBY, MASSACHUSETTS 
FIRE DEPARTMENT 
FULL-TIME FIREFIGHTER/ 
PARAMEDIC 


The Granby Fire Department is ac- 
cepting applications for the position 
of full-time Firefighter/Paramedic. Se- 
lected candidate(s) will work a rotat- 
ing schedule of 12 hour shifts with 4 
days on, 4 days off. The starting salary 
range for this position is $50,000 to 
$54,000 DOE/DOQ 

Minimum Qualifications 

e Must not smoke tobacco in accor- 
dance with M.G.L.41 Section 101A 
¢ Valid Driver’s License 

e Min 2 yrs experience as a Paramedic 
and full-time or call firefighting 

e Ability to pass the Massachusetts 
Physical Abilities Test 

Preferred Qualifications 

Preference will be given to those 
that hold the following Firefighter I/II, 
Hazmat Awareness/Operations level 
certifications. 

Successful candidates must reside 
within a 15 minute response time to the 
station within 12 months of hire. Appli- 
cations and required CORI form can 
be found at www.granbyfire.org under 
the Recruitment Information section. 
Applicants are requested to send the 
completed application, CORI Form 
along with a cover letter and resume 
to the following: Chief John E. Mitchell, 
Jr., Town of Granby, Fire Department , 
259B East State Street , Granby, Mas- 
sachusetts 01033 


TOWN OF WARREN 
WASTEWATER 
TREATMENT PLANT 
ASSISTANT CHIEF OPERATOR 
The Town of Warren Board of Sewer 
Commissioners is accepting Applica- 
tions for a Wastewater Treatment Plant 
Assistant Chief Operator. Salary is in 
accordance with the Town's current 

wage Classification plan. 

Applicants must possess a Massachu- 
setts Grade 5 Operators License and 
valid MA Driver's license. 

Job descriptions and applications are 
available at the Warren Wastewater 
Treatment Plant, 2527 Main Street, 
West Warren, MA 01092 The position 
will remain open until filled. 

Warren is an EOE. 


PLEASE RECYCLE 
THIS NEWSPAPER 
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BELCHERTOWN. UNIQUE 4 BR 
split level ranch, 3 car garage, large 
barn. Private 4+ acres. New septic. 
Maria Acuna Real Estate (413)237- 
1732 


COMMERCIAL 
RENTALS 


OFFICE/ RETAIL SPACE Prime lo- 
cation office/ retail space at the corner 
of Main St. and South St. Approximate- 
ly 700 sq. ft. with propane heat and 
Men’s/ Ladies room. $450 per month. 
413-967-7772 





FOR RENT 


oe 


EQUAL HOUSING 
OPPORTUNITY 


ALL REAL ESTATE advertised 
herein is subject to the Federal Fair 
Housing Act, which makes it illegal to 
advertise “any preference, limitation, 
or discrimination because of race, 
color, religion, sex, handicap, familial 
status, or national origin, or intention to 
make any such preference, limitation, 
or discrimination.” We will not know- 
ingly accept any advertising for real 
estate which is in violation of the law. 
All persons are hereby informed that 
all dwellings advertised are available 
on an equal opportunity basis. 


BROOKFIELD 1 BR 2nd fl, off- 
street parking, $580/ mo + utilities. 
Must have good rental history 413- 
262-5082 


Public Notices 


January 30, 2020 


Classifieds 


SERVING 50 LOCAL COMMUNITIES 


HILLSIDE VILLAGE 
APARTMENTS 


APPLICATIONS NOW BEING 
ACCEPTED FOR ONE, TWO 
AND THREE BEDROOM 
APARTMENTS 


eHeat and hot water included 
eAmple Closets 

¢Fully Applianced 
eCommunity Room 


eLaundry Facilities 
eCats Welcome 
eExtra Storage 
e24 Hour Maintenance 
For Information call 
(413)967-7755 EHO 


17 Convent Hill, Ware, MA 


EQUAL HOUSING ( 1 


OPPORTUNITY 





COMMUNITY MARKETPLACE 
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SECTION 8 WELCOME Ware 
2 bedroom apts. new kitchen, bath, 
paint, flooring, appliances, etc. Avail- 
able ASAP (413)531-1217 


WARREN MODERN Studio, 1st fl, 
$650, 1 BR, $750, with new kitchen, 
carpet and appliances. Free hot water. 
Beautiful rural setting with a moun- 
tain view. Located on 67 Please call 
(413)436-5301 


STORAGE 


COLD STORAGE APPROXI- 
MATELY 2,000 sq. ft. in the center of 
Ware. Call 413-967-7772 $300 per 
month. 


SECURE STORAGE HAS opened 
a brand new facility in Ware behind 
the Ware Post Office. Call for all your 
storage needs and our low rates. 413- 
531-3722 





VACATION 
RENTALS 


WARM WEATHER IS Year Round 
In Aruba. The water is safe, and the 
dining is fantastic. Walk out to the 
beach. 3-Bedroom weeks available. 
Sleeps 8. Email: carolaction @ aol.com 
for more information. 


le 


HUNTING? 


Find it in our 
Classified section! 





FOR RENT 


All real estate advertising in this 
newspaper is subject to the Federal 
Fair Housing Act of 1968, which makes 
it illegal to advertise any preference, 
limitation or discrimination based on 
race, color, religion, sex, handicap, 
familial status (number of children and 
Or pregnancy), national origin, ancestry, 
age, marital status, or any intention to 


make any such preference, limitation or 
discrimination. 


This newspaper will not knowingly accept 
any advertising for real estate that is in 
violation of the law. Our readers are hereby 
informed that all dwellings advertising in 
this newspaper are available on an equal 
Opportunity basis. To complain about 
discrimination call The Department of 
Housing and Urban Development “ HUD” 
toll-free at 1-800-669-9777. For the N.E. 
area, call HUD at 617-565-5308. The toll 
free number for the hearing impaired is 
1-800-927-9275. 
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Call us toll free 800.824.6548 
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Purchase a photo that recently ran in 
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LEGAL NOTICE 

In accordance with 
the provisions of the 
Massachusetts General Law 
105A, for the purpose of 
satisfying the liens of Apple 
Self Storage llc, in order to 
satisfy past due rents and 
other expenses, the stored 
goods of the following 
named people, including 
household items will be sold 
at public lien sale at 10:00 
AM on February 14, 2020, 
on the premises of Apple 
Self Storage, 1207 South 
Main Street, Palmer, MA: 


Martin J. Lamb 
1058 Pleasant Street 
Apartment 3 


Palmer, MA 01069 
Cynthia L. Harris 
27 State Street 
Monson, MA 01057 


Justin Sicotte 
2011 High Street 
Three Rivers, MA 01080 


James A. Perry 

414 Chestnut Street 
Apartment 1232 
Springfield, MA 01104 


Arthur A. Snow III 
2190 Main Street 
Warren, MA 01092 


Shelby Whalen 
Post Office Box 756 
Palmer, MA 01069 


James H. Baker 
Post Office Box 937 
Bondsville, MA 01009 


Donna Barnes 
204 Wales Road 
Monson, MA 01057 


1/30, 2/06/2020 


PUBLIC HEARING 
NOTICE 

The Palmer Community 
Development Director will 
conduct a Public Hearing 
on Thursday, February 
13, 2020 at 6:00 PM in the 
meeting room of the Town 
Administration Building, 
4417 Main Street, Palmer, 
MA. If Town Hall is closed 
due to inclement weather on 
that date, the Public Hearing 
will be held on Thursday, 
February 20, 2020 at 6:00 
PM instead. 

The purpose of this 
Public Hearing is to solic- 
it input relative to the per- 
formance of the FY 19 
Massachusetts Community 
Development Block Grant 
(CDBG) Program and the 
development and submission 
of a grant application under 
the FY 20 CDBG Program. 

The CDBG Program is 
funded by the Massachusetts 
Department of Housing and 
Community Development 
through the use of federal 
funds under the Housing & 
Community Development 
Act of 1974 as amended. 

The activities included in 
the FY 19 CDBG Program 
are a Housing Rehabilitation 
Program, sidewalk installa- 
tion on Fairview Street, and 
domestic violence services. 

Projects currently under 
consideration for inclusion 
in Palmer’s FY 20 appli- 
cation include: a Housing 
Rehabilitation Program; 
design for a new play- 
ground/park at Hyrniewicz 


Park; planning funding to 
create a housing production 
plan, and social service pro- 
grams. 

All interested persons, 
groups, and agencies are 
invited to attend and partic- 
ipate. Any person or orga- 
nization so wishing will be 
afforded the opportunity to 
be heard. Additional infor- 
mation can be obtained 
by contacting the Palmer 
Community Development 
Department at 4417 Main 
Street, Palmer, MA 01069 
or (413) 283-2614 or sszcze- 
bak @townofpalmer.com. 

Persons requiring spe- 
cial accommodations 
should contact the Palmer 
Community Development 
Department at least one 
week prior to the public 
hearing. 

1/30, 2/06/2020 


Frontier provides basic 
residential services for rates 
from $21.50 - $24.99 for flat 
rate service. Frontier also 
provides basic business ser- 
vices for rates from $32.50 
- $38.78. Other taxes, fees, 
and surcharges may apply. 
Frontier offers single party 
service, touch tone, toll block- 
ing, access to long distance, 
emergency services, opera- 
tor assistance, and directory 
assistance. Use of these ser- 
vices may result in additional 
charges. Budget or economy 
services also may be avail- 
able. 

Frontier offers Lifeline 
service which is a nontrans- 
ferable government assis- 
tance program that provides 
a $7.25 discount on the cost 
of monthly telephone service 
or $9.25 on eligible broad- 
band or bundled voice and 
broadband products (where 
available) and is limited to 
one discount per household. 
In addition to Basic Lifeline, 
individuals living on federally 
recognized Tribal Lands who 
meet the eligibility criteria 
may also qualify for addition- 
al monthly discounts through 
Enhanced Lifeline and up to 
$100.00 toward installation 
fees through the Tribal Link- 
Up program. You may also 
qualify for an additional state 
discount where available. 

If you have any questions 
regarding Frontier’s rates 
or services, please call us at 
1-800-FRONTIER for fur- 
ther information or visit us at 
www.Frontier.com. 

1/30/20 
CNS-3335387# 
PALMER JOURNAL 


LEGAL NOTICE 

In accordance with 
the provisions of the 
Massachusetts General Law 
105A, for the purpose of sat- 
isfying the liens of LaBonte 
Self Storage, in order to sat- 
isfy past due rents and other 
expenses, the stored goods 
of the following named peo- 
ple, including household 
items will be sold at pub- 
lic lien sale at 9:00 AM on 
February 14, 2020, on the 
premises of LaBonte Self 
Storage, 250 Wilbraham 
Street, Palmer, MA: 


Joseph S. Ragno 
23 Canal Street 
Ware, MA 01082 


Todd A. Lavallee 
Post Office Box 502 
Thorndike, MA 01079 


Richard D. Chamberlain 
44 Valeyview B 
Ware, MA 01082-1647 


Michael Mansfield 
6 Michael Drive 
Thorndike, MA 01079 


Sandra Danforth 
2378 Main Street 
Three Rivers, MA 01080 


Heather Korzec 
3 Pine View Drive 
Monson, MA 01057 


Jessica M. Ventura 

144 Breckenridge Street 

Palmer, MA 01069 
1/30, 2/06/2020 


(SEAL) 
COMMONWEALTH 
OF MASSACHUSETTS 
LAND COURT 
DEPARTMENT OF THE 
TRIAL COURT 
18 SM 007642 
ORDER OF NOTICE 
To: Ann L. Misiaszek 

and to all persons enti- 
tled to the benefit of the 
Servicemembers Civil 
Relief Act, 50 U.S.C. c. 50 
§3901 (et seq): 

U.S. Bank, National 
Association, as Trustee 
for the Certificateholders 
of the Banc of America 
Funding Corporation 
2008-FT1 Trust, Mortgage 
Pass-Through Certificates, 
Series 2008-FT1 

claiming to have an 
interest in a Mortgage 
covering real property in 
Monson, numbered 8 Main 
Street, given by Ann L. 
Misiaszek to Fleet National 
Bank, dated July 14, 2004, 
and recorded in Hampden 
County Registry of Deeds 
in Book 14406, Page 572, 
as affected by a Loan 
Modification Agreement 
dated July 26, 2017, and 
recorded at said Registry of 
Deeds in Book 21828, Page 
50, and now held by the 
Plaintiff by assignment, has/ 
have filed with this court a 
complaint for determination 
of Defendant’s/Defendants’ 
Servicemembers status. 

If you now are, or 
recently have been, in 
the active military ser- 
vice of the United States 
of America, then you may 
be entitled to the bene- 
fits of the Servicemembers 
Civil Relief Act. If you 
object to a foreclosure of 
the above mentioned prop- 
erty on that basis, then 
you or your attorney must 
file a written appearance 
and answer in this court at 
Three Pemberton Square, 
Boston, MA 02108 on or 
before February 24, 2020 
or you may lose the opportu- 
nity to challenge the foreclo- 
sure on the ground of non- 
compliance with the Act. 

Witness, Gordon H. 
Piper, Chief Justice of this 
Court on January 13, 2020. 

Attest: 

Deborah J. Patterson 
Recorder 18-032905 / FCO1 
1/30/2020 


Commonwealth of 
Massachusetts 
The Trial Court 
Hampden Probate and 
Family Court 
50 State Street 
Springfield, MA 01103 
(413)748-7758 
Docket No. HD20P0124EA 
Estate of: 

Paul David Mowery 
Date of Death: 11/30/2019 
CITATION ON 
PETITION FOR 
FORMAL 
ADJUDICATION 

To all interested persons: 

A Petition for Formal 
Adjudication of Intestacy 
and Appointment of 
Personal Representative 
has been filed by: Tara M. 
Mowery of Palmer, MA 
of Palmer, MA requesting 
that the Court enter a formal 
Decree and Order and for 
such other relief as request- 
ed in the Petition. 

The Petitioner requests 
that: Tara M. Mowery of 
Palmer, MA be appointed as 
Personal Representative(s) 
of said estate to serve With 
Personal Surety on the 
bond in an unsupervised 
administration. 

IMPORTANT NOTICE 

You have the right to 
obtain a copy of the Petition 
from the Petitioner or at the 
Court. You have a right to 
object to this proceeding. To 
do so, you or your attorney 
must file a written appear- 
ance and objection at this 
Court before: 10:00 a.m. on 
02/19/2020. 

This is NOT a hear- 
ing date, but a deadline by 
which you must file a writ- 
ten appearance and objec- 
tion if you object to this pro- 
ceeding. If you fail to file 
a timely written appearance 
and objection followed by 
an affidavit of objections 
within thirty (30) days of the 
return day, action may be 
taken without further notice 
to you. 

UNSUPERVISED 
ADMINISTRATION 
UNDER THE 
MASSACHUSETTS 
UNIFORM PROBATE 
CODE (MUPC) 

A Personal Represent- 
ative appointed appointed 
under the MUPC in an unsu- 
pervised administration is 
not required to file an inven- 
tory or annual accounts with 
the Court. Persons interested 
in the estate are entitled to 
notice regarding the admin- 
istration directly from the 
Personal Representative 
and may petition the Court 
in any matter relating to the 
estate, including the distri- 
bution of assets and expens- 
es of administration. 

WITNESS, Hon. 
Barbara M Hyland, First 
Justice of this Court. 

Date: January 22, 2020 
Suzanne T. Seguin 
Register of Probate 
1/30/2020 


MORTGAGEE’S 
NOTICE OF 
SALE OF REAL ESTATE 
By virtue and in exe- 
cution of the Power of 
Sale contained in a certain 


Mortgage given by Zoe 
Ann Riley and Kenneth 
E. Riley to Mortgage 
Electronic Registration 
Systems, Inc., as nom- 
inee for Mortgage Master, 
Inc., its successors and 
assigns, dated August 20, 
2008 and recorded with the 
Hampden County Registry 
of Deeds at Book 17440, 
Page 48 as affected by a 
Loan Modification record- 
ed on November 18, 2014 
in Said Registry of Deeds 
at Book 20503, Page 120, 
subsequently assigned to 
Wells Fargo Bank, N.A. 
by Mortgage Electronic 
Registration Systems, Inc., 
as nominee for Mortgage 
Master, Incorporated, its 
successors and assigns by 
assignment recorded in said 
Hampden County Registry 
of Deeds at Book 19128, 
Page 102 for breach of the 
conditions of said Mortgage 
and for the purpose of 
foreclosing same will be 
sold at Public Auction at 
3:00 PM on February 6, 
2020 at 129 Stafford Road, 
Monson, MA, all and sin- 
gular the premises described 
in said Mortgage, to wit: 
The land and buildings in 
Monson, Hampden County, 
Massachusetts, bounded 
and described as follows: 
Lot A as shown on a plan 
of land entitled “Plan of 
Land in Monson, MA pre- 
pared for John G. & Louis 
E. Costello” dated October 
8, 2004, Minuteman 
Engineering, West 
Brookfield, MA and record- 
ed in the Hampden District 
Registry of Deeds in Plan 
Book 336, Plan 123. Being 
the same premises conveyed 
to the Mortgagors here- 
in by deed recorded here- 
with. The premises are to 
be sold subject to and with 
the benefit of all easements, 
restrictions, encroachments, 
building and zoning laws, 
liens, unpaid taxes, tax titles, 
water bills, municipal liens 
and assessments, rights of 
tenants and parties in pos- 
session, and attorney’s fees 
and costs. 

TERMS OF SALE: 
A deposit of FIVE 
THOUSAND DOLLARS 
AND O00 CENTS 
($5,000.00) in the form of 
a certified check, bank trea- 
surer’s check or money 
order will be required to 
be delivered at or before 
the time the bid is offered. 
The successful bidder will 
be required to execute a 
Foreclosure Sale Agreement 
immediately after the close 
of the bidding. The bal- 
ance of the purchase price 
shall be paid within thir- 
ty (30) days from the sale 
date in the form of a certi- 
fied check, bank treasurer’s 
check or other check satis- 
factory to Mortgagee’s attor- 
ney. The Mortgagee reserves 
the right to bid at the sale, 
to reject any and all bids, 
to continue the sale and to 
amend the terms of the sale 
by written or oral announce- 
ment made before or during 
the foreclosure sale. If the 
sale is set aside for any rea- 
son, the Purchaser at the sale 
shall be entitled only to a 


return of the deposit paid. 
The purchaser shall have no 
further recourse against the 
Mortgagor, the Mortgagee 
or the Mortgagee’s attor- 
ney. The description of the 
premises contained in said 
mortgage shall control in the 
event of an error in this pub- 
lication. 

TIME WILL BE OF 
THE ESSENCE. 

Other terms, if any, to 
be announced at the sale. 

Wells Fargo Bank, N.A. 
Present Holder of said 


Mortgage, 
By Its Attorneys, 
ORLANS PC 
PO Box 540540 


Waltham, MA 02454 
Phone: (781) 790-7800 
19-008310 

1/16, 1/23, 1/30/2020 


LEGAL NOTICE 
In accordance with 

the provisions of the 
Massachusetts General Law 
105A, for the purpose of 
satisfying the liens of Shed 
Rent.com Ilc, in order to 
satisfy past due rents and 
other expenses, the stored 
goods of the following 
named people, including 
household items will be sold 
at public lien sale at 10:00 
AM on February 14, 2020, 
on the premises of Apple 
Self Storage, 1207 South 
Main Street, Palmer, MA: 

Kathy L. Brothers 

1025 Central Street Unit H 

Palmer, MA 01069 
1/30, 2/06/2020 


TOWN OF PALMER 
REQUEST FOR 
PROPOSALS 
FOR SIDEWALK 
DESIGN ON 
FAIRVIEW STREET 

The Town of Palmer, 
through its Community 
Development Department, 
is seeking proposals for 
professional services for 
the design of sidewalks on 
Fairview Street. The proj- 
ect will include removing 
the existing sidewalks along 
the western side of Fairview 
Street from Shearer Street 
to Searle Street, and replac- 
ing with new sidewalks. 
New sidewalks (where none 
currently exist) will be con- 
structed along the western 
side of Fairview Street from 
Searle Street to Fletcher 
Street. Services under this 
request will include sur- 
veying existing conditions, 
including but not limited 
to, identifying the right of 
way, abutting property lines 
to the right of way, topog- 
raphy (with spot grades), 
surface utilities, road curb 
line, road center line, site 
details, trees & vegetation; 
as well as researching exist- 
ing easements, determining 
what easements are need- 
ed and preparing all doc- 
uments necessary for the 
new easements. The select- 
ed firm will insure that the 
new sidewalks will comply 
with all applicable Federal, 
State, and local laws and 
regulations (including the 
Americans with Disabilities 


Act) and requesting vari- 
ances as needed. The design 
firm will be responsible for 
preparing bid-ready plans 
and specifications. The firm 
selected for the project shall 
have a minimum of 5 years 
of experience in the design, 
permitting, contract admin- 
istration, and construction 
observation of sidewalk 
reconstruction projects. All 
work under this contract 
must be completed by July 
15, 2020. 

The entire proposal 
(technical and price pro- 
posals) must be submitted 
no later than 2:00 PM on 
Tuesday, February 18, 
2020. The Town of Palmer 
reserves the sole right to 
review the Proposals sub- 
mitted, waive any irregular- 
ities therein, and to select 
or reject any or all submis- 
sions deemed by the Town 
of Palmer to be in its best 
interest. 

For complete require- 
ments for proposals, please 
contact Sarah Szczebak at 
sszczebak @ townofpalmer. 
com. 

1/31, 2/06/2020 


LEGAL NOTICE 
PALMER 
TOWN COUNCIL 
NOTICE OF 

PUBLIC HEARING 

The Palmer Town 
Council will hold a pub- 
lic hearing on February 
10, 2020 at 6:30 PM in 
the Palmer Administration 
Building, 4417 Main 
St, Palmer on proposed 
Ordinance 2020-02, add- 
ing an amendment to 
CHAPTER 106 LICENSES 
AND PERMITS. Sections 
37 and 38 of Chapter 218 
of the Acts of 2016, the 
Municipal Modernization 
Act, amended the statute to 
provide significant addition- 
al flexibility to cities and 
towns. Previously, permits 
and licenses could be denied 
or revoked only if taxes or 
other charges were unpaid 
“for not less than a twelve 
- month period,” greatly lim- 
iting a municipality’s ability 
to require applicants to be 
current on such obligations. 
The 2016 revisions elim- 
inated the twelve - month 
waiting period and further 
allow the municipal trea- 
surer to periodically, rather 
than annually, certify to per- 
mitting or licensing author- 
ities the names of persons, 
corporations or business 
enterprises that have out- 
standing unpaid taxes or 
other charges. This amend- 
ment eliminates the wait- 
ing period and adds the tax 
Collector may also period- 
ically furnish updated lists 
to departments who issue 
licenses and permits. 

Anyone wishing to be 
heard should appear at the 
time and place designated 
above. 

Palmer Town Council 

1/23, 1/30/2020 





Please check 
the accuracy of 
your legal notice 
prior to submis- 
sion (i.e., date, 
time, spelling). 

Also, be sure 


the requested 
publication date 
coincides with 
the purpose of the 
notice, or as the 
law demands. 
Thank you. 


COMMONWEALTH OF 

MASSACHUSETTS 
(SEAL) 

LAND COURT 
DEPARTMENT OF THE 
TRIAL COURT 
Docket 20 SM 000346 
ORDER OF NOTICE 

TO: 

Richard M. Zola AKA 
Richard Zola ; Sheri L. 
Gaulin AKA Sheri Gaulin 

and to all persons enti- 
tled to the benefit of the 
Servicemembers Civil 
Relief Act:, 50 U.S.C.c. 50 
§3901 (et seq): 

U.S. Bank Trust, N.A., 
as Trustee for LSF9 
Master Participation 
Trust, 

claiming to have an inter- 
est in a Mortgage covering 
real property in Brimfield, 
numbered 19 Five Bridge 
Road, given by Richard 
M. Zola aka Richard Zola 
and Sheri L. Gaulin aka 
Sheri Gaulin to Mortgage 
Electronic Registration 
Systems, Inc. as nominee 
for ABC Mortgage Corp., 
its successors and assigns, 
dated March 13, 2006, 
and recorded in Hampden 
County Registry of Deeds 
in Book 15768, Page 589, 
and now held by plaintiff 
by assignment, has/have 
filed with this court a com- 
plaint for determination of 
Defendant’s/Defendants’ 
Servicemembers status. 

If you now are, or 
recently have been, in 
the active military ser- 
vice of the United States 
of America, then you may 
be entitled to the bene- 
fits of the Servicemembers 
Civil Relief Act. If you 
object to a foreclosure of 
the above-mentioned prop- 
erty on that basis, then 
you or your attorney must 
file a written appearance 
and answer in this court at 
Three Pemberton Square, 
Boston, MA 02108 on or 
before March 9, 2020 or 
you may lose the opportuni- 
ty to challenge the foreclo- 
sure on the ground of non- 
compliance with the Act. 

Witness, GORDON H. 
PIPER Chief Justice of this 
Court on January 22, 2020 

Attest: 

Deborah J. Patterson 

Recorder 

(19-012360 Orlans) 
1/30/2020 
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ave a church listing for the Palm- 
H:: Monson, Wales, Brimfield, and 

Holland area published here, please 
send the information to: The Journal Reg- 
ister, Attn. Douglas Farmer, 24 Water St., 
Palmer, MA 01069; or by e-mail at dfarm- 
er @turley.com. 


WALES BAPTIST CHURCH located 
at 23 Main St., Wales Will have music by 
the Praise and Worship Group on Sundays 
from 9-9:45 a.m. Sunday service is at 10 
a.m., Bible studies are held on Sunday at 9 
a.m. and Wednesday at 7 p.m. Ladies Bible 
study is Tuesday at 10 a.m. A St. Patrick’s 
Day Croned Beef Dinner will be Saturday, 
March 16 at 4 p.m. A Stawberry Music Mis- 
sions Festival is held in June and the Annual 
Share Fair is Oct. 5, 2019. 

DIVINE MERCY PARISH, located at 
the former Sts. Peter & Paul Church on Main 
Street in Three Rivers offers Holy Mass on 
these days and times. The Lord’s Day: Sat- 
urday Vigils at 4 and 5:15 p.m.; Sunday at 8 
a.m. (in Polish) and 9:30 a.m.; Daily Mass- 
es (except Tuesday) at 8 a.m.; Tuesday pre- 
ceded by Miraculous Medal and Our Lady 
of Czestochowa Novena at 5:30 p.m.; Holy 
days at 8 a.m. and either 5:30 or 7 p.m.; Sea- 
sonal Devotions in Lent, May and October. 
Pastor is Rev. Stefan Niemczyk, and Perma- 
nent Deacon is Rev. Mr. John Fox. 

SECOND CONGREGATIONAL 
CHURCH, 1080 Pleasant St., Palmer, wel- 
comes believers, seekers, and visitors. Tra- 
ditional, friendly Sunday services at 10 a.m. 
value every participant, featuring varied 
musical offerings and meaningful messages 
relevant to today’s world. We seek partici- 
pation of children in our services and Sun- 
day School, with Child Care also available. 
Fellowship Times after each service offer 
delicious snacks with opportunities to chat 
with others. Videotaped recordings on Sun- 
days available at 7 a.m. and 4 p.m. on Ca- 
ble Channel 15. Discover some true values 
in our Thrift Shop (Fri/Sat, 10-2). Contact 
us at 283-5206, secondchurchpalmer.org, 
Palmer UCC Church on Facebook, or sec- 
ond.church@verizon.net. Visit occasionally 
or find your spiritual home — your choice! 

ST. PATRICK’S ROMAN CATHO- 
LIC CHURCH at 22 Green St. in Monson 
will hold Masses on Saturdays at 4 p.m. and 
Sundays at 8:30 a.m., Miraculous Medal No- 


January 30, 2020 IT THE JOURNAL REGISTER 


CHURCH HAPPENINGS 


vena on Tuesdays at 8 a.m. and St. Peregrine 
Novena on Fridays at 7 p.m. Also recently 
added is Divine Mercy Chaplet on Fridays 
at 3 p.m. Pastor is Fr. John J. Brennan. For 
more information call 267-3622 or visit st- 
patrickmonson.org. 

GRACE COMMUNITY CHURCH 
has moved to Monson, at 125 Main St. (back 
of Norcross House). Services will be held on 
Sundays at 9 and 11 a.m., with a children’s 
church lesson during the I1 a.m. service. 
Food and fellowship follow the service. On 
Wednesday night, there will be a prayer and 
worship service at 6 p.m. The Grace Cafe 
Open Mic Night will be held the last Friday 
of every month at 7 p.m. Contact Pastor Lar- 
ry Desreuisseau with questions at 413-559- 
1618. 

NEW BIRTH CHRISTIAN 
CHURCH at 29 Church St. in Thorndike 
(across from the post office) would like to 
invite you to their regular services: Sunday 
Morning Worship and Children’s Church are 
held at 11 a.m. (A nursery is provided for all 
services). For more info, call the Rev. Wil- 
liam Webb at 283-5130. 

FIRST CONGREGATIONAL 
CHURCH, UNITED CHURCH OF 
CHRIST, 20 Main St., P.O. Box 203, Brim- 
field hosts weekly worship each Sunday 
at 10:30 a.m. with Pastor Dawn Adams. A 
free community breakfast is offered before 
services at 9:30 a.m. and coffee hour fol- 
lows worship. For more information on the 
church, services and activities, call 413-245- 
7162, or visit www.brimfielducc.org. 

TRINITY EPISCOPAL CHURCH, 
at the corner of Park and Pleasant streets 
in Ware, will hold regular worship services 
each Sunday at 10 a.m. with church school 
for children at 9:15 a.m. For more informa- 
tion call Rev. Mary Rosendale at 413-967- 
6100. 

CROSS WAY CHRISTIAN 
CHURCH at 2230 Main St., Three Riv- 
ers, holds a relevant, doctrinally sound and 
friendly place of worship for the entire fam- 
ily with Pastors Dennis and Heather Marais. 
Sunday Services at 10 a.m. and Children’s 
Church at 10 a.m. Lunch is served after the 
Sunday service. Join us for E.P.I.C. (Endless 
Possibilities In Christ), every first and third 
Friday of the month. The doors are open 
for all youth, ages 12 to 18 or sixth to 12th 
grade. The youth zone will offer a variety of 


free play areas and group gaming, including 
air hockey, ping pong, corn hole and craft 
zone, as well as a group message from the 
Word of God. For more info, call 413-297- 
5488, email crosswayusa@comcast.net or 
visit www.facebook.com/crosswaypalmer or 
www. TheCrossway.org. 

ST. CHRISTOPHER ROMAN 
CATHOLIC CHURCH at 16 Sturbridge 
Road in Brimfield holds Masses on Saturday 
at 6 p.m. and Sunday at 10:30 a.m., weekday 
Masses at 9 a.m. on Monday and Wednes- 
day, with the Miraculous Medal Novena and 
Adoration following Wednesday’s Mass. 
Pastor is Father John “Jack” J. Brennan who 
is also the pastor for St. Patrick’s in Monson. 
For more information call 413-245-7274 or 
email stchrisbrimfield @ gmail.com. 

MONSON-GLENDALE UNITED 
METHODIST CHURCH at the corner of 
Main & Cushman streets in Monson invites 
you to worship on Sunday mornings at 10 
a.m. Child Care is provided. Sunday School 
from pre-school through senior high begins 
at 9:45 a.m. To learn more, contact the Rev. 
Ira Cameron at 267-3798 or email m-gumc @ 
verizon.net or visit umcmg.org. 

FAITH BAPTIST CHURCH at 251 
Shearer St. in Palmer invites the public 
to the following weekly services: Sunday 
morning Bible school at 9:30 a.m., Sunday 
worship at 10:45 a.m. and 6 p.m. Wednes- 
day night Grow Ministry at 6:30 p.m. Child 
care is provided during all services as well 
as children’s church for age 4 to 10 during 
Sunday morning services. Services may be 
seen Sundays at 12:30 p.m. and 9:30 p.m. on 
cable TV channel 15 as well as a program 
titled “Reflections” at 8 a.m. and 5 p.m. A 
radio broadcast, “Melodies of Faith,’ airs 
over WARE 1250 AM each Sunday morning 
at 7:05 a.m. For more information, call 283- 
7560 or visit faithbaptistchurchpalmer.com. 

ST. PAUL’S UNITARIAN UNIVER- 
SALIST CHURCH at the corner of Park 
and Central streets in Palmer has welcomed 
Rev. Rae Perteet and his wife Kimberly. 
The church invites you every Sunday morn- 
ing at 10 a.m. for worship services. A time 
of fellowship and refreshments follows the 
service at 11 a.m. in Fellowship Hall. Fun- 
day School for children ages 4 to 11 will be 
held at 10 a.m. Come as you are an join the 
free flow of ideas and ideals that is Unitarian 
Universalism. There is a place for you here. 


For more information call 413-283-8185 or 
email stpaulsuuchurch@ gmail.com or visit 
www.uuchurch-palmer.org or on Facebook 
at “St. Paul’s Unitarian Universalist Church 
of Palmer.” 

THE UNITARIAN UNIVERSAL- 
IST PARISH OF MONSON located at 177 
Main St., Monson holds services on Sundays 
at 10 a.m., starting on the first Sunday af- 
ter Labor Day through the third Sunday in 
June. Guest ministers and lay leaders lead 
services. All are welcome to attend for food 
and fellowship after services. Unitarian Uni- 
versalism nurtures those of widely different 
beliefs to pursue beloved community and 
a world where all people experience digni- 
ty and worth. For more information, visit 
uupm.org. 

THE FIRST CHURCH OF MON- 
SON, Congregational/United Church of 
Christ, at 5 High St. in Monson invites you 
to regular worship services which are held 
Sunday mornings at 10 a.m., followed by a 
time of fellowship and refreshments. A free 
breakfast is served each Sunday from 8 to 
9:45 a.m. from mid-September to mid-June 
(donations are accepted but not required). 
Everyone is welcome. Sunday School and 
nursery care are offered during worship from 
the second Sunday in September through 
mid-June. Whoever you are, wherever you 
are on life’s journey, you are welcome here. 
For more information, please call 413-267- 
3312, visit www.firstchurchmonson.org, 
email office@firstchurchmonson.org, find 
the church on Facebook at www.facebook. 
com/firstchurchmonson. 

ST. THOMAS THE APOSTLE PAR- 
ISH located at 1076 Thorndike Ma. Fr. 
Richard M. Turner, Pastor Tel. 283-5091, 
email: sttompal@comcast.net. | Masses 
are:Mon through Fri. @ 9:00 am, Sat. 4:30 
pm, Sun. 8:30am and 11:00am. Holydays 
@ 9:00 am and 6:00 pm. Confessions: Sat. 
3:30 pm- 4:10 pm or by appointment. Ado- 
ration of the Blessed Sacrament Mondays. 
9:30 am to lpm. Miraculous Medal Novena 
Tuesdays @9:30 am. Every 2nd Saturday 
of the Month a Parish Family and Friends 
homemade dinner is served at 5:30 pm to 
6:30 pm all in our community are invited to 
please join us, free will donations are accept- 
ed and appreciated SECOND BAPTIST 
CHURCH, at 1050 Thorndike St., Palmer 
invites the community each Sunday at 10 


a.m. for atime of worship, fellowship and 
prayer. There is Bible Study every Thursday 
at the church at 2 p.m. For more information 
contact the church at 413-289-6464 or 2nd- 
baptistchurch @ comcast.net. 

BETHANY CHARISMATIC CATH- 
OLIC CHURCH at 167 Dunhamtown Road 
in Brimfield (www.bethanyccc.org). Masses 
are Saturday at 4 p.m., Sunday at 9 a.m. and 
Wednesday at 6 p.m., followed by night 
prayer. Sacrament of Reconciliation by ap- 
pointment. For more information or to speak 
to a member of the clergy call 413-324-1164 
and leave a message. Come join us 1n wor- 
ship of our great and loving God. 

FRIENDSHIP BAPTIST CHURCH, 
9 East Brimfield/Holland Road, Brimfield 
offers Sunday morning service at 11 a.m., 
with Sunday Bible study at 9:45 a.m., and 
Wednesday evening prayer service at 6:30 
p.m. Small group bible studies, youth and 
children activities available. Call Pastor 
Dave Pettis at 413-245-1275 or visit www. 
friendshipma.com, if interested in more in- 
formation. 

HOLLAND CONGREGATIONAL 
CHURCH at 11 Sturbridge Road has two 
morning worship services at 8:30 a.m. and 
11 a.m. with Sunday School for all ages at 
10 a.m. We also gather every Wednesday 
evening from 6:30 to 7:30 p.m. for men’s 
and women’s Bible studies, prayer services, 
youth group and Kids for Christ ministries. 
We offer nursery care for all our services. 
Call the church office for more informa- 
tion at 413-245-9926 or visit the Web site at 
www.HollandChurch.org. 

QUABBIN VALLEY BAPTIST 
CHURCH at 258 Malboeuf Road, Ware 
offers services on Sundays including adult 
prayer at 9 a.m., adult Bible study and chil- 
dren’s Sunday school at 10 a.m., morning 
worship at 11 a.m. and evening worship at 
6 p.m. There is also women’s Bible study 
on Thursdays at 6:30 p.m. The church is 
one where the Bible and church are real and 
relevant, with sincere Christian fellowship, 
practical Bible teaching and personable 
leadership. For more information, call 413- 
668-7041, e-mail quabbinvalleybaptist@ 
gmail.com or visit www.quabbinvalleybap- 
tist.com. 


lhe benefits of local newspapers 


ocal newspapers play vital roles 

in communities across the globe. 

The Information Age has changed 
the way many people get their news, but 
local newspapers continue to serve as 
valuable resources for readers interested 
in learning more about and becoming 
more involved in their communities. 


While local publishers continue to 
adapt to the changes brought about by 
technology, the following are a handful 
of benefits unique to local newspapers. 


e Local newspapers benefit nearby 
businesses. Small business own- 
ers often connect with community 
members via local newspapers. A 
strong, locally based small business 
community can improve economies 
in myriad ways, creating jobs in the 
community and contributing tax 
dollars that can be used to strength- 
en local schools and infrastructure. 
And local newspapers do their part 
by providing affordable and effective 


e Local newspapers keep readers 
up-to-date on their own commu- 
nities. Globalization may be here to 
stay, but that does not mean local 
communities are no longer home to 
newsworthy events. National and in- 
ternational newspapers and 24-hour 
cable news channels can keep men 
and women up-to-date on national 
and world news, but in many instanc- 
es, local newspapers are the only 
means people have to learn about 
whats going on in their own commu- 
nities. Local politics impact residents’ 
lives every day, and local newspapers 
cover local politics extensively. 


advertising space to local business 
owners looking to connect with their 
communities. 


e Local newspapers can strengthen 
communities. Local newspapers are 
great resources for residents who 
want to become more active in their 
communities and learn more about 
community events. Local newspapers 
often showcase community events 
like carnivals, local theater produc- 
tions and projects like park cleanups. 
These are great ways for readers to 
become more active in their commu- 
nities and build stronger communi- 
ties as a result. 


e Local newspapers can benefit chil- 
dren. National newspapers may have 


little age-appropriate content to offer 
young children, but local newspa- 
pers tend to include more soft news 
items than national periodicals, and 
such stories typically are appropri- 
ate for young readers. According to 
Newspapers in Education, students 
who participated in an NIE group 





than nonreaders. Additional studies 
have indicated that students who use 
newspapers in the classroom perform 
better on standardized reading tests 
than those who do not use newspa- 
pers in class. 


Many local newspapers have played 


vital roles in their communities for 
decades, providing a go-to resource for 
local readers and business owners. 


in Florida performed significantly 
better in spelling and vocabulary 


13 Weekly Newspapers Serving The Local Communities 


Agawam Advertiser News e Barre Gazette « Chicopee Register ¢ Country Journal 
Journal Register ¢ Quaboag Current « The Register « Sentinel « The Sun 


Town Reminder « Ware River News ¢ Wilbraham Times ¢ Shopping Guide 


800.824.6548 ¢ www.newspapers.turley.com 
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NOW 


INTERESTED IN QUILTING? 

The Quaboag Valley Quilters Guild 
is looking for new members. The Guild 
meets on the Ist, 3rd, and 5th Thursdays of 
the month at | p.m. in the basement of the 
Palmer Historical and Cultural Center, 2072 
Main St., Three Rivers. The Guild is a no 
pressure group with varying degrees of ac- 
complishments, from novice to Big E “Best 
In Show” winners. The membership fee is 
$48 a year. For more information, contact 
Barbara Beaulieu at 267-4044 or Merry 
Mombourquette at 283-7577. Follow us on 
Facebook. 

CHURCH CABOOSE THRIFT SHOP 
at Second Congregational Church, 1080 
Pleasant St., Palmer has bargains on cloth- 
ing, household items, linens, books, crafts 
and more. Come and see Fridays and Satur- 
days from 10 a.m. to 2 p.m. Call 283-6958 
for more information. 

THE MONSON LIONS CLUB has a 
20-foot x 20-foot tent for rent. The cost is 
$75 for a two-day event. The club will put it 
up and take it down. For more details, con- 
tact Curt at 413-668-6653. 

DAY SPRING LODGE A.F. & A.M. 
located 14 Bliss St., Monson is making its 
hall available for rent for $75 for a variety 
of parties and functions. For reservations,, 
call Doug Battige at 413-267-5855 or 413- 
265-9398. 

RESERVE YOUR CELEBRATION 
TENT now for your First Communion, 
bridal and baby showers, graduation par- 
ties, family reunions, birthday parties or 
any other kind of celebration you may have 
outdoors. The Palmer Lions Club has a tent 
for you, either 20-feet x 20-feet for $125 or 
20-feet x 40-feet for $200. This includes 
setup and takedown in the Palmer area. Call 
Karen at 413-813-8445 to make a reserva- 
tion. You may need to leave a message and 
your call will be returned. The Palmer Lions 
Club tent rental fees go towards assistance 
for the people of Palmer, Bondsville, Three 
Rivers and Thorndike. 

MONSON WOODWACKERS wood 
carving club will meet every Thursday 
at Memorial Hall, 198 Main St., Monson 
from 6-8 p.m. The club meets throughout 
the year. Membership is $10 for the year, 
payable in September. Anyone interested 
should call Barbara Mackintosh at 413-237- 
8303. There are many beginner projects and 
experienced teachers, as well, within the 
club. 

STAINED GLASS MAKING CLASS 
will be held on Thursdays at the Holland 
Community Center from 10 a.m.-1 p.m. or 
6-9 p.m. Glass and tools are supplied. Take 
six classes for $48. Class sizes are limited 
and are open to all ages. For more informa- 
tion call Tom Baltazar at 508-245-2525. 

PALMER SALVATION ARMY Ser- 
vice Extension Unit offers residents in 
Palmer and Brimfield emergency assistance 
on a periodic basis. The outreach coordina- 
tor will be located on the second floor of 
St. Paul’s Unitarian Universalist Church at 
1060 Central St., Palmer. You must sched- 
ule an appointment by calling 413-221- 
8283 so you know what documentation to 
bring since those seeking assistance have 
to meet certain criteria and show proof of 
need. Please leave your name, number and 
the date you called. Phone messages are 
checked weekly, not daily. 

MONSON SALVATION ARMY Ser- 
vice Extension Unit offers residents in 
Monson and bordering towns emergency 
assistance on a periodic basis including 
funds for fuel and utilities, food, clothing, 
diapers, furniture and prescriptions. Clients 
can meet the second Monday of each month 
(if that date falls on a holiday, it will be the 
following week) from 12:30-2:30 p.m. at 
the Monson Senior Center, 106 Main St., 
Monson. To schedule an appointment, call 
267-4121 so you know what documentation 
to bring. 

BOOKSTORE at the Unitarian Uni- 
versalist Parish of Monson at the corner 
of Lincoln and Main streets in Monson is 
open the first Friday of every month from 
5:30-7:30 p.m., the third Saturday of every 
month from 10 a.m.-1 p.m. Books priced 
from 25 cents to $1 each: fiction, nonfiction, 
thrillers, horror, mystery, science fiction, 
how-to, classic literature, children’s books, 
romances, cookbooks, gardening books 
and more. All proceeds benefit the parish. 
Donations are accepted. Call Mary at 267- 
0033 for more information. 

MARTHA’S TABLE STAFF at the 
Monson-Glendale = United Methodist 


Church is supporting the Monson Open 
Pantry by providing a meal once a month 
to anyone who will bring a non-perishable 
food item. Staff have begun packing and de- 
livering the meals in cooperation with the 
Monson Senior Center. The meal is served 
at the church, 162 Main St., Monson on the 
third Saturday of each month from 11:30 
a.m.-1:30 p.m. For more information call 
267-3798. 

SENIOR LUNCHEON. The Monson 
Council on Aging invites seniors over age 
60 to its luncheon program every Monday 
— Friday at the Monson Senior Center, 106 
Main St., Monson. Home cooked meals are 
always served at noon. The requested do- 
nation of $2.50 includes the entrée, bread, 
dessert and beverage. Menus are available 
in the COA newsletter. Luncheon reserva- 
tions must be made by 2:30 p.m. the day 
before you would like to come to lunch. 
For more info or van reservations, call 267- 
4121. 

GAME NIGHT will be held at Top 
Floor Learning at the Palmer Public Library 
the second Tuesday of each month: Sept. 
10, Oct. 8, Nov. 12 and Dec. 10 (2019) and 
Jan. 14, Feb. 11 and March 10 (2020) from 
6-7:45 p.m. There is no fee or registration 
required, and attendants must be 16 years 
of age or older unless accompanied by an 
adult. Games include Scrabble, Cribbage, 
Monopoly, Rummy, Chess, Checkers, 
Uno, Yahtzee, Bridge, Skipboo, Crazy 8’s, 
Hearts, Dominos, etc. Attendees may bring 
their own. For more information call 283- 
2329 or email palewis19@yahoo.com. 


MAKE A DONATION to the Monson 
Free Library in honor of a special person or 
family member, in the form of a book, DVD 
or CD, audio book or magazine subscrip- 
tion. The person will receive a letter inform- 
ing them of your gift. The cost of donations 
is $25 for a book, $20 for a CD or DVD, 
$100 for an audio book and $20 for a maga- 
zine subscription. For more information call 
267-3866. 


THURSDAY, JAN. 30 


SOCIAL SECURITY QUESTIONS 
Edward Jones will answer questions about 
social security on Thursday, Jan. 30, at 5:30 
p.m., at the Palmer Public Library, 1455 N. 
Main St. in Palmer. There will be a pre- 
sentation that includes how Social Security 
fits into peoples’ retirement income plans, 
when to take benefits and information re- 
garding taxes. Those who would like to at- 
tend are asked to please call 413-289-1875 
by Jan. 23. 


SATURDAY, FEB. 22 


TURKEY DINNER The Palmer Lions 
Club will hold a turkey dinner on Saturday, 
Feb. 22, at 6 p.m., at the Second Congrega- 
tional Church, 1080 Pleasant St., in Plamer. 
Tickets are $12 for adults and $6 for chil- 
dren six and under. For tickets call 413-283- 
5782. 


ONGOING 


CAREGIVERS SUPPORT GROUP 
Please join us at 6 p.m. every first Thursday 
of the month at Palmer Healthcare Center, 
250 Shearer St. Palmer. Light refreshments 
will be served Contact Kate Martin at 413- 
283-8361 for more information. 

CHRISTIANITY EXPLORED - Who 
is Jesus? What did he achieve? How should 
we respond? “Christianity Explored” is a 
study which seeks to answer these ques- 
tions from the Gospel of Mark. The course 
involves seven weekly one-hour sessions 
using Bible study, related DVD viewing, 
and discussion of the pertinent passages. 
For more information contact Mal at 413- 
267-5025. 

WEEKLY ACTIVITIES at the Brim- 
field Senior Center, located in the First 
Congregational Church, 20 Main St., Brim- 
field include strength training classes on 
Mondays and Thursdays from 9-10 a.m.; 
Tai Chi on Tuesdays and Fridays from 9-10 
a.m.; gentle arthritis and chair yoga combo 
classes on Tuesdays at 10 a.m.; bingo on the 
second and fourth Wednesday of the month- 
ly ($1 per card, 25 cents per game, cover-all 
price $10); There is a suggested donation of 
$2 for 55 and up and $3 for under 55. Lunch 
is served on Tuesdays and Thursdays, with 
reservations required by 11 a.m. on the pre- 
vious day. There is a $2 suggested donation. 
Plarning, crocheting and knitting is offered 


the first Friday of each month and massage 
with Vicki is offered the third Tuesday of 
the month from 9:15-11:15 a.m., by ap- 
pointment only. The cost is $5 for 10 min- 
utes and $15 for 20 minutes. For more in- 
formation call 413-245-7253. 

KEEP HOMESTEAD MUSEUM is 
closed for winter and will re-open on April 
5, 2020 at 35 Ely Rd., Monson. Nature trails 
are open daily for hiking, snowshoeing and 
cross-country skiing. New trail maps can be 
found in the parking lot. The Phillips Sculp- 
ture Garden is open year-round (handouts in 
box on one of the sign posts) For more in- 
formation call 413-267-4137, email khm@ 
keephomesteadmuseum.org or visit www. 
keephomesteadmuseum.org 

BAYSTATE WING AUXILIARY 
GIFT SHOP sells unique merchandise at 
reasonable prices. Gift shop hours are 
Monday through Friday, 9:30 a.m.-4:30 
p.m. with some weekend hours extended 
during the holidays. All proceeds benefit 
the Baystate Wing Hospital, a major part of 
the community, and provide scholarships to 
seniors graduating from local high schools. 
Call 413-370-8169 for more information. 

MONSON DEMOCRATS WANTED 
by the Monson Democratic Town Commit- 
tee that holds meetings on the fourth Thurs- 
day of each month at the Polish American 
Citizens Club, 7 Bliss St., Monson at 7 
p.m. 

HAVE YOU HAD A BABY RECENT- 
LY? If you are living in the Palmer, Monson 
or surrounding communities and you have 
a newborn baby, call the Palmer Monson 
Family Network at 283-6246 to get your 
free canvas bag packing with information 
for you and practical goodies for your baby. 
The Family Network, a Collaborative for 
Educational Services program, is funded by 
a grant from the Massachusetts Department 
of Early Education and Care. 

PLAY & LEARN DROP-IN TIME is 
happening throughout the school year at 
the Palmer Monson Family Network on 
Tuesdays, Thursdays and Fridays from 10- 
11:30am. The free playgroup includes free 
play time, snack and circle time and is open 
to all families and caregivers and their chil- 
dren from 0-5 years old. All PMEN pro- 
grams are free. The PMEN is located at 
4 Springfield St. in Three Rivers and is a 
program of the Collaborative of Education- 
al Services and receives funding from the 
Mass. Department of Early Education and 
Care. For more information call 283-6246. 

INFANT AND TODDLER TIME at 
the Palmer Monson Family Network is 
available for families with little ones from 
0-24 months of age. The free program hap- 
pens throughout the school year on Wednes- 
days from 9-10:30 a.m. and provides a fun 
environment for families and caregivers to 
connect with others with young children. 
Snack and circle time are included. Call 
283-6246 for more information. 

HOLLAND COMMUNITY CEN- 
TER, 40 Brimfield Holland, has announced 
the following recurring events: Stay Fit 
classes with Sharon on Mondays at 9:30 
a.m., Dance Fit with Alice on Tuesdays at 
6 p.m., Low Impact Workout with Debbie 
Sichol on Wednesdays at 10 a.m., Yoga with 
Sharon on Wednesdays at 5 p.m. and Tai 
Chi with David Masera every other Thurs- 
day at 10 a.m. For more information call 
413-245-3163. 

STORYTELLING WITH COLLEEN 
LOWE-SMITH at the Brimfield Senior 
Center, located in the First Congregational 
Church, 20 Main St., Brimfield, Mondays 
at 10:30 a.m. In this group, participants 
will reflect together on life experiences and 
practice the art of listening as well as telling. 
Celebrate one another’s unique stories, 1n- 
Spire one another, create empathy, discover 
wisdom, and provoke one another to reflect 
more deeply on one’s own experiences, Par- 
ticipants are welcome to just listen or to tell 
a story. There is no cost for this program. 
Call 413-245-7253 for further information. 

FRIDAY ZUMBA CLASSES are of- 
fered at the Palmer Senior Center, 1029 
Central St., Palmer, on Fridays at 9:30 
am. Zumba Fitness is a Latin-inspired 
cardio-dance workout that uses music and 
choreographed steps to form a fitness party 
atmosphere. People of all ages, shapes and 
sizes are welcome. Erin Wallace, certified 
Zumba Fitness instructor, gauges abilities 
and makes sure everyone exercises safe- 
ly. The fee is $25 for five classes or $7 
for drop-in. For more information, contact 
Wallace at 413-668-7284 or wallacee413 @ 
gmail.com. 

ELBOW PLANTATION’ HISTORI- 
CAL SOCIETY meets the second Thursday 


of every month (except July, August, Jan- 
uary and February in the community room 
of the Palmer Public Library, 1455 North 
Main St., Palmer from 2-4 p.m. 

KIDS’ CHESS CLUB is hosted at the 
Palmer Public Library, 1455 North Main 
St., Palmer on Tuesday afternoons in the 
community room from 4-5 p.m. All ages are 
welcome, including kindergarten through 
grade 12, families and adults. There is no 
need to sign-up. For more information con- 
tact William Nolte at 413-596-9021. 

DIAMOND NATIONAL/CASCADES 
DIAMOND. Did you every work there? 
Former employees meet on the third Tues- 
day of every month at Burgundy Brook 
Restaurant on Route 181 in Palmer from 
9-10 a.m. The stories shared are often col- 
orful but old friendships are renewed. 

TICK TALK — A Lyme disease support 
group of Monson will meet at Grace Com- 
munity Church at the Norcross House, 125 
Main St., Monson the last Saturday of every 
month from 10 a.m.-noon. The group can 
be found online at facebook.com/monson- 
lymesupport/ or monsonlymesupport.com. 

FREE PLAYGROUP sponsored by 
Union 61 Family Foundation Five Grant at 
Hitchcock Free Academy in Brimfield. Mu- 
sic and Movement on Wednesday, 9-9:45 
a.m. and Playgroup on Monday and Thurs- 
day 9-11 a.m. For more information, visit 
www.hitchcockacademy.org or call 413- 
245-9977. 

A NEW, ONGOING ACA (Adult Chil- 
dren of Alcoholic/Dysfunctional Families) 
will be held on Friday nights at the First 
Church of Monson, 5 High St., Monson. 
ACA is a 12-step support group for adults 
raised in an alcoholic or otherwise dysfunc- 
tional family. “Another Way to Live” will 
meet at 6:30 p.m. Voluntary donations only. 

WEEKLY CLASSES at Holland Com- 
munity Center, 40 Brimfield Road, Holland. 
Mondays and Wednesdays lunch is served 
at noon, reservations required by calling 
413-245-3163 and a $2 donation is request- 
ed. Mondays at 10 a.m. is yoga class with 
Mah Jongg, and Monday evenings at 6 p.m. 
is Texas Hold ‘Em. Tuesdays at 10 a.m. is 
the Coffee Social which is open to every- 
one, and Open Crafts are held on Tuesdays, 
10:30 a.m.-12:30 p.m. Zumba is held on 
Wednesdays at 10 a.m., Mah Jongg is at 1 
p.m. and Yoga is at 5 p.m., plus Pitch at 6:30 
p.m. Stained glass is every Thursday from 
10 a.m.-1 p.m. and 6-9 p.m. and Cribbage is 
weekly on Thursdays at 12:15 p.m. Walking 
Club is on Thursdays at 4 p.m. The Billiard 
Room is open Monday through Thursday 
from 10 a.m.-3 p.m. and 6-9 p.m. For ev- 
eryone. For more information, call 413- 
245-3163. 

MONTHLY CLASSES at Holland 
Community Center, 40 Brimfield Road, 
Holland. Cards Against Humanity on the 
third Tuesday of the month at 7 p.m. and 
Magic the Gathering on the fourth Tuesday 
of the month at 6 p.m. Everyone is wel- 
come. For more information call 413-245- 
3163. 

CARD AND/OR BOARD GAMES 
will be offered at the Brimfield Senior 
Center, located in the First Congregational 
Church, 20 Main St., Brimfield, on the first 
and third Wednesdays of each month from 
10:30 a.m.-noon. Light snacks and _ bev- 
erages will be provided. A $1 donation is 
suggested. For more information call 413- 
245-7253. 

MONDAY ZUMBA CLASSES §are 
offered at Memorial Town Hall, 198 Main 
St., Monson, on Mondays at 8:30 a.m., 
sponsored by the Monson Parks and Recre- 
ation Department. Zumba Fitness is a Lat- 
in-inspired cardio-dance workout that uses 
music and choreographed steps to form a 
fitness party atmosphere. People of all ages, 
shapes and sizes are welcome. Erin Wallace, 
certified Zumba Fitness instructor, gauges 
abilities and makes sure everyone exercises 
safely. The fee is $30 for five classes or $8 
for drop-ins. For more information, contact 
Wallace at 413-668-7284 or wallacee413 @ 
gmail.com. 

NARCOTICS ANONYMOUS is a 
nonprofit fellowship or society of men and 
women for whom drugs had become a ma- 
jor problem. The group is comprised of re- 
covering addicts who meet regularly to help 
each other stay clean. Local meetings are 
held every Sunday at 6:30 p.m. at The Liv- 
ing Room of Trinity Episcopal Church, 17 
Park St., Ware; every Monday at 7 p.m. at 
St. Patrick’s Church, 22 Green St., Monson; 
Tuesday at 7:30 p.m. atd the Belchertown 
United Congregational Church, 18 Park St., 
Belchertown; every Thursday at 7:30 p.m. 
and the Palmer Historical & Cultural Cen- 


ter, 2072 Main St., Three Rivers; and every 
Saturday at 7 p.m. at the Second Congre- 
gational Church, 1080 Pleasant St., Palmer. 
For more information or to find additional 
meetings throughout the New England area, 
visit Www.nerna.org. 

FREE MUSIC AND MOVEMENT 
CLASS at Hitchcock Free Academy in 
Brimfield. All ages are welcome in this free 
program sponsored by Union 61 Family 
Foundation 5, held on Wednesdays, 9-9:45 
a.m.; no programs during school vacations 
or holidays. Listen and move to music and 
create some of your own. The instructor 
is Jenn Gagnon. For more information, 
call Patti Sinko at 508-867-2232 or email 
sinkop @ tantasqua.org. 

NEW MUSEUM PASSES are avail- 
able at the Monson Free Library, 2 High St., 
Monson. The Friends of the Monson Free 
Library have renewed the list of museum 
passes which include free or discounted 
admission to area attractions like the Con- 
necticut Science Museum, MassMOCA, 
New England Air Museum, Worcester Art 
Museum and the Wadsworth Athenaeum. 
Old favorites that are still available include 
the Eric Carle Museum, Massachusetts 
state parks, Mystic Aquarium, Smith Col- 
lege Museum of Art, Springfield Museums 
and the USS Constitution. 

PRE-SCHOOL STORY TIME will be 
held at the Monson Free Library, 2 High 
St., every Wednesday morning at 10:30 
a.m. Join the group for stories, crafts and 
silliness. No registration is needed and all 
are welcome. 

BOUNCE AND RHYME BABY 
TIME will be held at the Monson Free Li- 
brary, 2 High St., every Friday morning at 
10:30 a.m. Stories, songs and rhymes for 
children up to 2 %. No registration is re- 
quired and all are welcome. 

PALMER FOOD SHARE, INC., an 
emergency food pantry, is open on Tues- 
days and Fridays from 9:30-11:15 a.m. 
Food Share is located at 39 Walnut St. in 
Palmer. Call 283-3614 with questions or to 
order to pick up food. 

FAMILY MUSEUM PASSES | are 
available from the Palmer Public Library. 
Use your library card to borrow passes to 
area museums for free or reduced admission 
to regular museum exhibits at locations like 
Boston Museum of Science, Ecotarium, 
Eric Carle Museum, Holyoke Children’s 
Museum, Mass Audubon, Mass. State 
Parks, Mystic Aquarium, Normal Rockwell 
Museum, Salem Witch Museum, Spring- 
field Library & Museums and the U.S.S. 
Constitution. Passes may be reserved ahead 
for a specific day by calling the library at 
283-3330 ext. 0 or at www.palmer.lib.mas. 
us. 

AL-ANON FRIDAY NIGHT BOOK 
STUDY meetings - a fellowship of rela- 
tives and friends of alcoholics who share 
their experience, strength and hope in or- 
der to solve our common problems. We 
believe alcoholism is a family illness and 
that changed attitudes can aid recovery. 
Al-Anon has one purpose, to help families 
and friends of alcoholics. The group meets 
Fridays at Second Congregational Church, 
1080 Pleasant St., Palmer from 6:30-7:30 
p.m. a 

QUILTERS OF MONSON meet every 
Tuesday, 1-4 p.m. at Columbia Hall, across 
from St. Patrick’s Church in Monson at 22 
Green St. Experienced and beginner quilters 
get together to work on projects, exchange 
idea, provide help and encouragement in a 
friendly and fun atmosphere. For more in- 
formation call Wendy Skillman at 413-355- 
0305 or email WendySkill @ hotmail.com or 
go to ‘Monson Quilts’ on Facebook. 

STAINED GLASS CLASSES at the 
Holland Senior Center are on Tuesdays and 
Thursdays from 10:30 a.m. to | p.m. and 
6:30 to 9 p.m. Tai Chi (Qui Chong) with 
Dave Masera has moved to Monday morn- 
ings at 9:00 a.m. Power Yoga on Thursday 
nights has ended and will resume in the 
Fall. Movie Night has also returned to the 
center and will commence on Thursdays in 
May. For more information contact the cen- 
ter at 413-245-3163. 

NURSE DONNA BROWN, RN, of 
Professional Medical Services, will be at 
the Palmer Senior Center the first Wednes- 
day of each month from 9 a.m.-noon and 
every Friday from 9-11 a.m. for blood pres- 
sure screenings, blood glucose screenings 
and to help you with any questions about 
your medications or other health issues. No 
appointment is necessary. 
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BSA Troop 5164 
has great first year 


January 30, 2020 I THE JOURNAL REGISTER 





s 
Kathleen Day and Scott Day, of BSA Troo 5164, becom- 
ing Order of the Arrrowmen. 





Turley Publications courtesy photos 
BSA Troop 5164 members Sarah Dee, Madison Williams, Kathleen Day, Emily Prouty 
during the Klondike Derby. 





BSA Troop 5164 member Sarah Dee tries shooting at 
Moses Scout Reservation Summer Camp this past 
summer. 
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BSA Troop 51 64 at Moses Scout Reservation siinmnat Sani this past summer. 


PALMER -— In their first year as 
BSA Scouts the girls of Troop 5164 
have accomplished many great things. 
The Scouts have worked hard advancing 
in ranks including Second Class, First 
Class and Star. They have earned 24 
merit badges all together. Many of the 
badges were earned while enjoying their 


BSA Troop 5164 member Maddi Williams tries 
archery at Moses Scout Reservation Summer 
Camp this past summer. 


first summer camp experience together. 
The girls have also contributed many 
hours of their time to serve the commu- 
nity. The girls most recently competed in 
their first Klondike Derby finishing it in 
first place. They are looking forward to 
the many accomplishments year two will 
bring them. 
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Send Money with Zelle” 


We partnered with Zelle so you can easily send money 
to almost anyone you know and trust’. It's a fast, safe 
and easy way to send and receive money, split the 

cost of a bill? or pay back your roommate for your 
share of the rent. 


FAST 


Get your money typically in minutes? 














SAFE 


Send money using only an email address 
or U.S. mobile phone number 


EASY 


Just log in to your online 
or mobile bank account 


i 


a” 


LOG IN TO YOUR BANK ACCOUNT AND GET STARTED TODAY 


Learn more at www.monsonsavings.bank/manage/personal-services/Zelle/index.html Terms and conditions apply. 


Copyright © 2019 Monson Savings Bank. All rights reserved. 

Zelle and the Zelle related marks are wholly owned by Early Warning Services, LLC and are used herein under license. 

"Must have a bank account in the U.S. to use Zelle. 

* In order to send payment requests or split payment requests to a U.S. mobile number, the mobile number must already be enrolled in Zelle. 
’ Transactions typically occur in minutes when the recipient’s email address or U.S. mobile number is already enrolled with Zelle. 


Monson Savings 


Your Bank ave 


- Zelle 


ceNoea Member FDIC, Member DIF | WWW.monsonsavings.bank 
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Statewide student essay 
competition commemorates 
Mayflower anniversary 


BOSTON — Four hundred years 
ago, the Mayflower landed on _ the 
shores of what would later be known 
as Massachusetts, forever changing the 
course of history of four nations: the 
U.S., England, the Netherlands and the 
Wampanoag. 

American Ancestors — also known 
as New England Historic Genealogical 
Society — a national family history 
organization headquartered in Boston 
and one of the groups leading activities 
to commemorate the quadricentennial 
of the landing of the Mayflower, has 
announced a statewide student com- 
petition in Massachusetts to honor the 
story of the Pilgrims and of the native 
Wampanoag people. The 2020 Ameri- 
can Ancestors Young Historians Essay 
Contest asks students to explore how 
this 400-year-old history relates to our 
national, familial and personal stories 
and identities. 

Open to students currently en- 
rolled in grades 5—12 in public, private 
and parochial schools, and those in 
home-study programs across the Bay 
State, the contest asks participants to 
address one of three topics: How is the 
story of the Mayflower still relevant to- 
day?; How does your family’s journey 
to America compare to the journey of 
the Pilgrims in 1620?; and as a native 
student, what does your tribal history 
mean to you? 

American Ancestor’s Director of 
Education Ginevra Morse described the 


statewide competition as an opportuni- 
ty to honor the story of the Pilgrims and 
of the native Wampanoag people. 

“Their stories, collectively and in- 
dividually, embody the triumphs and 
tragedies of life in early New England 
and in the country itself. These stories 
are still relevant today,’ Morse said. 

“Involving some of the youngest 
minds in a process of reflection upon 
this historic event will lead to new in- 
sights and understanding for historians 
of all ages. We’re delighted to offer an 
opportunity for Massachusetts students 
to interpret and express the significance 
of the Mayflower voyage in their own 
words. We have no doubt that it will be 
revealing for many of us,” she added. 

A panel of judges will announce 
winners of the 2020 American Ances- 
tors Young Historians Essay Contest 
in early August. Cash prizes will be 
awarded to six winners; three winners 
will be selected from grades 5-8 and re- 
ceive $500 each and another three win- 
ners will be selected from grades 9-12 
and receive $750 each. All winners will 
be invited to present part of their essay 
at special events in Boston commemo- 
rating the Mayflower’s 400th year an- 
niversary. 

The deadline for essay submissions 
is June 10. Submission guidelines may 
be found at mayflower.americanances- 
tors.org/essay-contest, the Mayflower 
companion website of American An- 
cestors. 





Players audition for James 
and the Giant Peach 


WILBRAHAM — Auditions for 
Wilbraham United Players production 
of “James and the Giant Peach,’ the 
musical featuring a wickedly tuneful 
score by the Tony Award-nominated 
team of Pasek and Paul, are set to begin 
this weekend, by appointment. 

Auditions will take place Sunday, 
Feb. 2 at 1 p.m., Monday, Feb. 3 at 6:30 
p.m. and Wednesday, Feb. 5 at 6:30 
p.m. 

Those auditioning should prepare 
a short musical selection in the style 
of the show. Children auditioning for 
the role of James must have prepared a 
section of either “On Your Way Home” 
or “Middle of a Moment” — sheet mu- 
sic provided on request. A short dance 
sequence will be taught. Actors should 
dress for movement. In addition, some 
will be asked to read a selection from 
the script. 

Roles are available for adults and 


Our 


Everyone 
Welcome! 


make this 


children 6-years-old and older. The 
Players are also interested in including 
youth and adults of many abilities as a 
part of the cast. There will be opportu- 
nities for mime and puppetry. 

Performances will take place June 
12, 13, 14 and June 19, 20, 21 at Thorn- 
ton W. Burgess Middle School, 85 Wil- 
braham Road in Hampden. 

Rehearsals begin the first week 
of March and will be held on Sunday, 
Monday, Tuesday and Wednesdays. 
Rehearsals will be held at the Wilbra- 
ham United Church. 

This production is in conjunction 
with the Hampden- Wilbraham Region- 
al School District’s “One Book, One 
Community” program. 

To book an appointment, visit the 
Players website wilbrahamunitedplay- 
ers.org, call 413-271-7291 or email 
wilbunitedplayers @ gmail.com. 
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156 Wilbraham Street ¢(Rt. 20), Palmer 


www.tangleshairandnail.org 


413-283-5365 


Ladies C fight 


Wednesday, February 5, 2020 - 5:30-8pm 


Let them 
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you saw 
their ad 
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§ 
MAIN STREET 
TAVERN 


“Exactly what a Main Street 
Tavern should be” 
16 DRAFT LINES 
Original Cocktails 
10 TVs @ Touch Tunes Juke Box 


Homemade Pasta 
Handcrafted Burgers 
Hand-Cut Fries & Chips s 


4-Course Dinner 


Half Priced Pizza 


WEDNESDAY 
4-Course Dinner 


Enjoy a night with friends while getting 


Fee Campering 


iN 


APPETIZERS 
& WINE 


- 


BLOWOUTS « NAILS ¢ WAXING 
HAND MASSAGES ¢ PARAFIN DIP 


SUNDAY 
50¢ Wings 


THURSDAY 
FUNDRAISER 
NIGHT! 

Call for more 
information 
FRIDAY/ 
SATURDAY 
Dinner Specials 
Live Music 


> 


$20.20 
TUESDAY 


$20.20 
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